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DOUBLE PINEAPPLE GRATER 


(WITH HOPPER REMOVED) 


MADE BY THE 


JOHN R. MITCHELL CO, 


Foot of Washington St. 
BALTIMORE - MD. 


The large-tooth saws, on the two upper spindles, coarse grind the 
fruit which passes down to the fine saws on the two lower spindles; 
from there it falls into a tub underthe machine. Machine is well 
braced and the workmanship is of the best; gears are cut from the 
solid, and saws are milled from solid blanks which gives a cutting 
edge to two sides of the tooth. Hopper and discharge shoots are 
lined with white pine. 


ESTABLISHED 1894 


W. L. HINCHMAN, PH. G. 
CONSULTING CHEMIST 
EXPERT IN CANNING AND PRESERVING 
AND FOOD MANUFACTURING 
HADDONFIELD, N. J. 
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Ayars Machine Company, 


AYARS DOUBLE ROTARY MEASURE TOMATO FILLER 


This Machine puts the tomatoes into the Can without waste 
and without cutting or mashing, in the same condition as 


they were put into the hopper. 


ABOUT 130 IN USE LAST SEASON 


Ayars Machine Company, 


BROWN, BOGGS CO., Lrp., Hamiiton, Ont.,.Sole Agents for Canada. 
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Sanitary Corn Washer 


Thorough washing 
to the corn | ee 


Simple, sanitary, efficient and economical, 
the maximum of thorough washing without 
the slightest injury to the corn it handles. 
One of those dependable, smooth running out- 
fits that turns out pleasing capacity and satis- 
fying character of work at a wonderfully low 
operating expense. If you are going to wash 
your corn—and it should be washed—why not 
doit the simplest, quickest, safest and cheapest 
way? Ask for literature. 


8 Sizes 
Capacities of 

35000 to 200000 cans 
AND 


Blancher 


Absolutely the simplest thing on earth in Blanchers—as safe 

as it is simple. The slow motion worm cylinder, an exclusive 

““Monitor’’ feature, handles peas, beans, sweet potatoes, spinach, 

etc., under precisely controlled timing. Smooth, endless Walls 

Nv othing of the worm keep the onan moving continuously in an om. No Mistakes 
positive manner. No mixing, no ‘‘choke ups’’, nothing ‘‘inside”’ 

to give out and cause trouble. Scores of ‘‘Monitor’’ users tried No Losses 

other Blanchers, discarded them, bought of us on trial and are 

more than satisfied. Blanching is too important a step in 

canning to be handled with anything but the safest and surest 

machine, which is the ‘‘Monitor’’. 


HUNTLEY MFG. CO., Silver Creek, N. Y 


1 to 30 minute blanches 


to “go wrong” 
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WEEKLY REVIEW 


Spot and future market is dead—Jobbers won’t sell—Uncertainty in 
Ls 8 Government requirements—Crops as a whole look well. 


Practically all sections of the country report the canned 

foods market as dead, trading at a lower ebb than ever béfore, 
Baltimore and with little likelihood of any change from this condition 
until the new packs are well advanced, and the action of the 
Government on domestic and export goods is made known. 
Until the Food Control Bill is finally passed and food handlers 
of all kinds are acquainted with its provisions the uncertainty 


now hanging over the whole market will continue. Food Com- 
missioner Hoover has shown that it is little short of criminal 
to cause this delay, as wheat shipments are now ready, and 


many other articles of foods are held, awaiting the final in- 
and Tin Containers for Many Purposes structions. For the first time in the history of the canning 

industry sections have completed their packs of some articles 
without having named new prices. This is the case with Cali- 
fornia cherries, and in a few days will be true of apricots, yet 
jobbers are waiting for the opening prices on fruits from that 


section. 
rs . ° Trading in spot goods, in any market of the country, has 
Tinplate Lacquering and Decorating been chiefly conspicuous by its absence this week, even the 


second-hand holders being unwilling to part with their stocks 

Wooden Re-Shi pp in g Cases until they can see more clearly into the future. Some buyers 

say that they are willing to consider further future orders, but, 

ct 4 : on the other hand, the canners are wisely refusing to listen to 

i et a j Ad verti sin g S | i] ns such proposals, having all the future business on their books 

they can safely carry. Aside from the interest in what the 

Government will do regarding its supplies of canned foods, and 

with respect to exportations of others, the chief interest of the 
market is centered in crop conditions. 

There are quite a number of canners ready to comply with 

the Government’s request for a percentage of their pack, many 

pea canners having completed their packs, but they do not 

ONE OF THE know how to figure this percentage, and no one is ready to teil 

them. Thus the specifications call for 12 per cent of the pea 

pack, sizes No. 3, 4 and 5, standard quality. Is the packer 

Largest Independent Plants to figure 12 per cent of the pack of these sizes only, or is he 

to take 12 per cent of his total pack of all grades, and all sizes 

(as some pack No. 10s and others pack many 1s), and then 

deliver the resulting number of cases in Standard No. 3, 4 and 


5 size peas? And what will the canner do who had delivered 
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his pack of 1917 peas before he knew the Government would 


expect him to contribute a share? There are a good many in 
this class. 


Personally we believe the Government has figured its re- 
quirements upon the statistics of the packs for the past 
few years, and for this reason every canner should reduce his 
total pack to a basis of No, 2 cans in peas and corn, and of 
No. 3 cans in tomatoes, and then set aside the required per- 
centage as figured on this common basis. The allotment will 
have to be from the grade demanded, as in peas, “standards” 
as defined by the Joint Committee on Definitions and Stand- 
ards, Department of Agriculture, April 25th, 1917, “less suc- 
culent than the ‘fancy’ grade, but green and of mellow con- 
sistency, of uniform size and color, unless declared ungraded 
for size, with reasonably clear liquid, though not necessarily 
free from sediment, and reasonably free from flavor defects 
due to imperfect processing.” This is the first definite stand- 
ard given for any canned article, but similar definitions will 
be given on the other articles when called for. Those packers 
who pack only No. 10 cans or No. 1 cans of peas are wonder- 
-ing how they are to deliver No. 2 cans of peas, as specified; 
and we cannot tell them. But it is possible if they make ten- 
ders of their proportions in the sizes packed, the Government 
will be able to take them, as they will be as serviceable with 
the Government as in any regular line of trade. By the time 
the corn and the tomato packers are ready for delivery the 


Government’s requirements will all be made clear, and there 
will not, then, be this uncertainty. 


In crop conditions the week has been rather unsatisfac- 
tory in this section, as there have been daily storms of heavy 
driving rain, often accompanied by hail, and reports of crop 
damage are coming in from all sections. A thunder storm, ac- 
companied by high winds, struck Baltimore City on Thursday 
afternoon, and there were many people in the heart of the city 
who saw a flurry of snow around the tops of tall buildings, and 
the daily papers reported it as snow. The writer’s attention 
was called to it, and while it looked like snow, it seems hard 
to believe in July, with the thermometer in the upper eighties, 
though there was heavy hail in this storm. Every day’s storm 
has done much damage through hail, and the total must be 
high. 

Our Crop Reports, elsewhere in this issue, will show that 
in the main crops are doing well throughout the country. Wis- 
consin has given up hope for more than 75 per cent of a normal 
pea pack, and New York State is in about the same condition. 
The rains of the past week have not been beneficial to either 
section, and as a result crops there have not improved. 

It had been hoped the fruit crop of New York and Mich- 
igan would come through well, but this was not to be. Reli- 
able, dependable parties report the fruit crops of both States 
as not much better, if up to, 50 per cent of normal, and they 
have not as yet been saved. Strawberries are now moving 
from New York, Michigan and Massachusetts, but the past 
week/s shipments total only about half of the amount shipped 
at the same time last year, and the entire year’s shipments are 
in the same proportion. Georgia peach shipments are heavier 
than last year, but prices are higher, and the Elbertas have 
commenced to move. Texas peaches are said to be late. 

The market is beginning to take notice of the amount of 
truck being raised in ‘“‘home’”’ gardens and eaten at home, leav- 
ing the market without this demand. It will be strange if the 
canners are not asked to relieve the glut condition of the mar- 
ket this season when the full crops begin to move. 

will likely be low. 

The Baltimore canners opened their doors to the first con- 
tingent of society women anxious to do their bit in helping pre- 
serve the food crops, but reports from this class of help do not 
seem encouraging. It is said one young lady succeeded in mak- 

ing 12c. for her day’s work—begun late and ended early— 
while the regular hands at stringing beans were making from 


And prices 


$1.50 to $2. A big effort is being made to interest women, 
who have the time, in this work, and if they take to it prop- 
erly it will mean much for the canners. But the country can- 
ners will probably succeed better in this than those in the city, 
because the women and girls who will respond there will know 
what is expected of them, and have some idea of the work, 


whereas the city canners will continue to suffer from well 
meaning but over-enthusiastic society ‘‘buds.” 


NOTES AND OBSERVATIONS. 


Who’s Got a Ball Club?—S .A. (Sol) Reis, of the Atlantic 
Canning Co., Rehoboth Beach, Del., is out with a ‘“‘defi’’ to any 
baseball club in the canning industry, bar none. He claims 
that his ball club is formed of men in the employ of the At- 
lantic Canning Co. exclusively, and if there is any other such 
club in the business, among canners or supplymen, he believes 
he can “lick” them. He says: ‘‘We wish to issue a challenge 


through your paper to any baseball club in the Tri-State terri- 
tory, composed of men working at any one plant.” 


So far this season they have not found a team that can 
beat them, and they have taken into camp quite a number of 
local clubs, the last one being on Saturday, the 7th, when they 
defeated the United States Marines at Lewes, Del., by a score 
of 8 to 5. On this Saturday, July 14th, they will cross bats 
with the club of the Snider Preserve Co., at Grenwood, Del. 
Just what position ‘Sol’ plays on his team is not stated, but he 
is a good ‘“‘Cheer Leader,’’ and if you wish to have your “pets” 
decisively beaten in the great national game, write to him and 


he will be glad to arrange dates. And do not forget to send us 
word of it—and the result, no matter how distressing. 


Boston’s Hotels.—Now, that the City of Beans and Learn- 
ing, Boston, has been honorded with the next annual meeting 
of the National Canners’ Association and those allied therewith, 
there are many who wish to engage their rooms at some good 
hotel, and we therefore name the leading hotels herewith. The 
Headquarters of the Convention will be at the Copley-Plaza 
Hotel, but we understand this hotel has a comparatively small 
number of rooms to dispose of, and that these have all been 
taken. We would urge you to comply with the Association’s 
suggestion to apply through the Boston Bureau having charge 
of this matter, as you will probably be served better and it will 
keep the whole arrangement in hand. However, here is the list: 

Adams Hotel (E. P.), Washington and Madison Sts: 

Essex Hotel (E. P.), Opp. South Terminal Station. 

The Brunswick (A. P.), Copley Square. 

Garrison (A. & E. P.), Garrison and Botolph Sts. 

Westminster (E. P.), Copley Square. 

Copley Square Hotel (E. P.), Tremont and Chandler Sts. 

Fritz Carlton, Boylston St. and The Fens. ; 

Hotel Puritan (E. P.), 390 Commonwealth Ave. 

Hotel Vendome (E. P.), Commonwealth Ave. 

Hotel Savoy (E. P.), 455 Columbus Ave. 

United States Hotel (E. P.), Lincoln and Beach Sts. 

Young’s Hotel (E. P.), Court Sq. and Court St. 


PEA OUTLOOK NOT BRIGHT. 


In their weekly circular Harry C. Gilbert Co. say: 
‘Indianapolis, Ind., June 30, 1917. 

There is every reason to look for continued if not increas- 
ing srength in the pea market. The crop in Indiana has fallen 
considerably below early estimates and the acreage was not 
large. If you will count out of the pack several thousand fu- 
ures sold, one hundred and fifty to two hundred thousand 
being purchased now by three divisions of the Army, and 4 
further reservation of 12 per cent, which the Council of Na- 
tional Defense has instructed the packers to make, you can 
readily see that there will be no glut of new peas to break the 
market. Jobbing inquiry is good and we are busy now getting 
out samples. Wisconsin reports indicate great danger of 
shortage there. Storms and floods have almost ruined sweet 


peas in many sections and done great damage to the early 
ones.” 
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High Speed Automatic Sanitary Can Machinery 


Bliss Automatic Compound Applying Machine, No. I=-K 
With Positive End Feed. Speed 120 a minute. 


Simplicity is the basis of this entirely automatic machine. There . 
are no valves to leak or clog, nor is there any air compressor re- 
quired. It handles ends from 2 to 5 inches extreme diameter of 
flange. We build this machine in a larger size, No. 2, which takes 
ends from 4 to 9 inches extreme diameter of flange. 


When these machines are to be operated in cold climates, they may 
be arranged with a mixing pot which is used as a container for 


the compound, also to keep it at the proper consistency for im- 
mediate use. 


Builders of the Complete Sanitary Line 


EB. Ww. BLISS CO., 25 Adams Street, BROOKLYN, N. Y., U. S. A. 


Chicago Office: Peoples Gas Building. Detroit Office: Dime Bank Building. Cleveland Office: Union Bank Building. 
Offices in Europe: 100 Boulevard Victor, Hugo St. Ouen, Paris. Pocock St. Blackfriar’s Road, London, E. C. 


Evaporated and Condensed Milk CANS Fruit and Vegetable CANS Oyster and Shrimp CANS 
PHELPS CAN COMPANY 


To Insure 


Combined 
Deliveries Capacity 
to Customers Over 
THREE TWO HUNDRED 
SEPARATE MILLION CANS 
FACTORIES PER ANNUM 
ADDRES 


PHELPS CAN COMPANY 


Foot of Lawrence Street, Baltimore, Md. ' Weirton, Hancock Co., West Va. 
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NEW YORK MARKET. 


Export possibilities holding the markets interest—Likeli- 
hood of small capacities causes worry—Very little 
life to the market—Peas have been active— 
Lower prices are expected—Tomatoes 
slightly lower—The articles 
in detail. 


Reported by Telegraph. 


New York, July 13, 1917. 

The Market.—Trade in all lines is quiet. The principal 
canned foods interests are chiefly concerned over the export 
outlet and are awaiting with a good deal of anxiety the prob- 
able restriction of exports to neutral nations. The situation 
with respect to securing shipping facilities is also a matter of 
much difficulty. Probably 85 per cent of the tonnage will be 
erequired by the Government, which leaves far too little for the 
needs of shippers. Shipments are likely to be hampered and 
delayed not only in the export trade, but for domestic pur- 
poses as well. Canned foods men are extremely pessimistic 
over the situation and some of them believe that the export 
trade they built up before the war and have enjoyed since will 
be ruined and that they will have the work to do all over again 
Conditions are considered extremely bad and few are feeling 
much satisfaction over the possibility of good yields. They 
fear that the shipping restrictions will prevent realizing all 
that might be under normal conditions. The market on most 
products is somewhat irregular and buyers show little dispo- 
sition to operate. Jobbers are not taking hold as liberally as 
the packers would like to see and the situation in other direc- 
tions is not reassuring. Because of this it is somewhat diffi- 
cult to follow the market and feel assured of accuracy. Toma- 
toes have shown some irregularity and peas have fluctuated a 
little, ending the week with becoming firmer. String beans are 
easier and holders are offering more freely. Baked beans are 
barely steady under the possibility that packing will be per- 
mitted. Other products have not shown any advance and trad- 
ing has totaled considerably less than last week. The feeling 
is toward a decline in the market and apparentlythe warning of 
Herbert C. Hoover was not needed to set the market on the 
downward path. Many believe it has reached its climax and 
that it will tend downward in the future. 

Tomatses.—The market has fluctuated somewhat during 
the week and as it draws to a close has become irregular and 
tends downward. But this doesn't mean that quotations are 
reduced. Offerings are small and, while the supply of old pack 
is not large, most believe it is sufficient to carry the trade 
through the next two weeks to delivery of new pack and leave 
a small surplus. Jobbers are placing no orders beyond actual 
needs, partly because prices rule high from first hands and new 
pack is expected within a week or ten days, or two weeks at 
the latest. Retailers are not buying. They refuse to reduce 
prices on the goods in their stores and consumers are buying 
fresh stock in place of canned foods. Retailers are in a fair 
way to alienate a good fraction of their trade if they persist in 
asking high prices after jobbers and everybody else have re- 
duced quotations. Consumers are learning how to get along 
without many things they have had for years, and tomatoes are 
not absolutely essential to the life of a family; therefore, re- 
tailers will do well to consider whither they are tending before 
they persistently follow a policy which promises to seriously 
reduce their trade. Business has been done in a small way 
at $1.75 for No. 3s this week, though the regular quotations 
are $1.80 and some want 5c more. No. 2s are neglected at 
$1.40, while no demand is reported for No. 10s at $5.75. Cali- 
fornia No. 2%s are held at $1.65 and No. 10s are available at 
$5.25 here. Futures are unchanged, but no sales are reported, 
so prices are no more than nominal. 

Corn.—No important developments are reported. The 
market is but ill supplied and most holders are firm in their 
views. On the other hand, it might be possible to buy in some 
instances below quotations merely for the purpose of clearing 
out small lots. Buying is quiet on all grades and all packs, 
yet prices remain firm, largely because of the impossibility of 
securing supplies. Reports from Northern growing centers are 
not promising and the probability of reduced yields seems well 
established. It is hard to estimate yet. The season in the 
Northern section is backward and many are beginning to think 


that corn will not mature sufficiently for packing in some re- 
gions before the first frost. It is hard to say what will be the 
outcome of the present tendencies. Perhaps the most that can 
be said is they are not very satisfactory and most reports seem 
to convey a more or less pessimistic note. 

Peas.—A firmer market is noted on all grades of Southern 
pack. Less movement seems to prevail for local account, 


- though some jobbers are disposed to take on more stock, 


largely in anticipation of a reduced pack in New York State. 
In some cases orders on No. 2 Southern standards have been 
declined at $1.25 delivered. This figure is generally quoted, 
however, and séems to fairly represent the market. The pack- 
ing now in progress in the up-State regions and in the West 
seems to promise not more than 70@75 per cent. In some 
instances it may fall below, and in others may go over, but this 
average seems to be about what experts are figuring. The 
proportion from the West is not so clear, but in many localities 
it is said that 70 per cent is the outside limit and nothing more 
is expected. The situation is not cleared by the announcement 
of the Government’s intention to take a fixed percentage of the 
pack. Until the pack is all in cans it will be difficult to deter- 
mine the exact situation. 

String Beans.—The market is more plentifully supplied 
and the price is easier with no quotable reduction. It seems, 
however, that the downward tendency of prices may result in 
lowered quotations. before very long. Southern canners are 
offering with considerable freedom, and it is said that they are 
not adverse to accepting slight reductions if thereby they can 
insure the movement of a fair quantity. 

Asparagus.—Deliveries are proceeding at as lively a rate 
as the congested shipping allows. The total pack will run 
over 1,000,000 cases, which is more than last year, yet despite 
this it is said that packers will pro rate deliveries in the more 
desirable sizes. 

Baked Beans.—The announcement of the Government that 
probably baked beans can be packed has resulted in a weaken- 
ing in the market, and it is possible to buy some lots, at least, 
under former quotations. The supply is not large, however, 
and probably any considerable buying would result in higher 
prices, or a return to firmness of present quotations. 

Fruits.—Perhaps it is correct to say that a fair share of in- 
creased interest is shown in the general market, with a good 
deal of additional demand for some varieties, notably peaches 
and apricots. Southern pack goods are firm, and where stock 
is available full prices are paid. The outlook is not promising 
in any variety. 

Cherries.—A fair interest is shown, with standards quoted 
at $1.00 for reds and $5.25 for No. 10s. No. 2 white standards 
are quoted at $1.00 and No. 2 seconds white are held at $1.50, 
while extra standard white are held at $1.75, all f. o. b. fac- 
tory. The general conditions are about the same as at last 
reports. 

Strawberries—A shade more interest has developed in new 
pack No. 10s at $7.00 f. o. b. factory. No. 2 standards are 
quoted at $1.10 f. o. b. factory. Movement is slow yet, though 
a good many buyers are seeking stock. 

Blackberries.—No. 10s are offered at $5.50 f. o. b. factory 
and jobbers are showing considerable interest. Holders are 
firm, however, and reductions in price are not obtainable. Buy- 
ers might take hold if concessions were made. 

Pineapples.—Hawaiian pack tends upward and No. 2% 
extras are hard to find at less than $2.50 here. Other grades 
are somewhat firmer, but movement is slow. Buyers are indif- 
ferent. Fresh fruit is plentiful and relatively cheap, conse- 
quently local buying of canned stock is slow. 

Apples.—State No. 10s are held as quoted. A few packers 
are about ready to quote on new pack, but they seem to hesi- 
tate about actually naming figures. Buyers are not anxious, 
since they are in no hurry to place orders. 

Salmon.—A seasonable movement only is reported in all 
grades of spot fish. Prices on red Alaska show additional firm- 
ness and it is not easy to shade $2.65. Pink talls are harder 
to find at low prices and few are ready to quote below $1.80, 
though movement at that figure is not sensational. Columbia 
River pack is held up to quotations, but the scarcity of supplies 
restricts business. Stocks are small and packing operations are 
so hampered that any considerable additions are matters for the 
future to determine.. The situation has not changed much, 
and movement seems about an average. 

Sardines.—Reports from the Maine coast say that no in- 
crease of moment in the present pack is looked for before the 
end of July. 

Lobster.—The pack is reported small and buyers are find- 
ing it difficult to obtain supplies in the volume they want. Both 
Maine and Canadian points report a reduced pack. 
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HOW NORWEGIAN SARDINES AND HERRING 
ARE CANNED. 


(Consul Maurice P. Dunlap, Stavanger, June 1.)- 


The center of the fish-canning industry in Norway is at 
Stavanger, on the southwest coast. The location of Stavanger 
near such large markets as London and Hamburg makes it a 
good distributing center for Europe, and shipments can also be 
conveniently made to America, Australia and South Africa. 
Fish are often caught above the Arctic circle, several days’ 
journey from Stavanger, canned by branch factories in the vi- 
cinity, and finally brought for sale to the storehouses of the 
main factories at Stavanger. 

There are about 80 factories now engaged in the canning 
of fish and fish products in this district. A year ago there 
were only about 60, and in 1911 there were less than 40, so 
the industry has been developing rapidly in recent years. The 
most important fish canned are the sardines ana the herring. 
The canning season for sardines lasts from about June to Jan- 
uary. The sardines were formerly canned during the entire 
year, but now practically none are canned from February until 
May. The fish during this period are not so good. The can- 
ning of fat herring covers nearly the same period as that of 
sardines. The canning of the spring herring is during Feb- 
ruary and March, when the fish are caught. Fish balls and 
other fish products are canned at all times of the year, but 


principally when the factories are not busy in the canning of 
sardines. 


While the sardines are canned only in the months indi- 
cated, large shipments are made throughout the year, as they 
are of fine quality after standing for a time in the oil and spices 
in the cans. Some shipments are made by the larger firms as 
long as two years after the fish are canned. The other canned 
fish products are also shipped at all seasons of the year. 


Price of Fish and Materials Used in Canning. 


The prices of fish and of the materials used in the can- 
ning industry average about as follows: 

The fish are purchased in Stavanger by the factories at 
from 7 crowns ($1.88) to 10 crowns ($2.68) per skjaeppe (1 
skjaeppe equals 20 liters, which equals about 22 quarts) for 
the brisling used in canning sardines. The herring are pur- 
chased usually for about 2 crowns ($0.54) less than the bris- 
ling. 

The tin used for cans is nearly all purchased from Swan- 
sea, Wales. However, there has been a good supply from 
America during the past year. The sheets of tin are 20 by 28 
inches and they come in cases, each case weighing 216 pounds. 
The price per case varies, but in ordinary times is usually 
from 25 shillings ($6.08) to 29 shillings ($7.05) f. dd b. 
Swansea. Present war price is about 70 shillings ($17) f. 0. b. 
Swansea, but freight rates have gone up from about 17 to about 
200 shillings ($4.14 to $48.70) per ton, and so the actual price 
of the tin plate delivered here now comes to about 90 shillings 
($21.90) per case. 

The best grade of olive oil in ordinary times costs about 
125 crowns ($33.50) c. i. f. per 100 kilos (220 pounds). The 
present price is about 200 crowns ($53.60) per 100 kilos, 
c. i. f., exclusive of war risk. There is now practically no cot- 
tonseed oil used in the canning of sardines and herring in this 
district. There is still some peanut oil used, but not for the 
United States trade. 

Tomato puree is also much used as a dressing. This comes 
in 5-kilo (11-pound) cans. It is in ordinary times sold at 35 
to 50 shillings ($8.50 to $12.15), per 100 kilo (220 pounds), 
according to the thickness of the puree, delivered c. i. f. Stav- 
anger. The present prices are from 100 to 120 shillings 
($24.30 to $29.20). 

Nearly all of the factories make their own cans, although 
there are four large can-making plants in this city. Several 
of the factories make their own cans, can keys, labels, nails, 
rubber bands, etc. Very.little solder is used in any of the can- 
heries, none being used on the sardine cans, and none on the 
others, except a very little where the key opens the can. 


Rules Followed in the Catching of Sardines. 
The canning of sardines so far surpasses all other branches 


of the canning industry that a detailed description of the 


process is given here. 

The fish used for the canning of Norwegian sardines is that 
known in Norwegian as “brisling’’ and in English as ‘‘sprat’” 
(genius, Cllupea sprattus). A lower grade of sardine is put 
up from the small herring or ‘‘mussa’”’ (Clupea Harengus) or 
from a mixture of these with bristling. These fish are from 
34 to 5 inches in length. 

The summer fishing season lasts from about June 1 until 
October 15. During this season the bristling or mussa are 
caught in the fjords where they are driven by the whales. 
They are caught ir large seine nets, which are carried out 
around the fish by small boats, the ends of the net being drawn 
to shore by the motorboats. As this is the spawning season 


the fish are left in the nets three days before being taken out of 
the water, so that their condition may be perfect for canning. 
The winter fishing season for these fish begins about Novem- 
ber 1 and lasts until in January. The fish are usually taken 
up at about 4 o’clock A. M. They die when taken from the 
water and are brought to the factories by steamer the same 
morning between 6 and 7 o’clock. If fish are caught a longer 
distance from the factory, they are usually taken up in the 
evening and brought to the factories the following morning. 
The city’s health department inspects the factories daily to be 
sure that only fresh fish are canned, but there is no official 
chemical laboratory and no further official inspection of the 
goods sent out. 


Methods Followed in Treating and Canning. 


The first thing done with the fish in the canning factory 
is to put them through a thorough washing process in large 
tubs. They are then packed in other tubs in brine. After 
remaining in the brine from 20 minutes to a half hour they 
are taken to another department and placed on tables. Here 
they are placed in long rows of little grooves in which a wire 
rod is run through the eye of each fish. Each rod, with 22 
fish on it is then hung on a flat frame, 30 rods on each frame, 
making 660 fish on a frame. Ten of these frames are then 
placed on above the other, with the 6,600 fish hanging from 
them, in a crate or larger frame. This is wheeled into one 

of the many smoking ovens, where the fish are smoked for 
30 minutes or so, the length of time depending upon the con- 
dition of the fish. They should be lightly smoked and cooked, 
but not enough to brown them, as the fine silvery finish must 
be retained for canning. 


The fish are then taken from the smoking ovens to the 
cutting machine, where their heads are cut off by a machine. 
The fish are then sorted by hand ready for packing in the cans 
in uniform sizes. A small quantity of olive oil is deposited 
in each can by a machine. Girls then pack the fish in the tins 
or cans by hand. 


When the fish have been packed they are inspected to see 
that there is enough oil in each tin, and that the fish are nicely 
packed. Before the lid is put on the can it is put through a 
machine that places a small rubber band inside the lid. The 
lid-fastening machines then clasp and hermetically seal the 
lid on the can. Each of these machines, attended by one man, 
will cover and seal 6,000 cans a day. No solder is used in 
covering and fastening the lids nor in making either lids 
or cans. 


The cans are then sterilized by intense heat, varying ac- 
cording to the size of the can. 


Later the cans are labeled, the key inserted, the tins wrap- 
ped in paper and packed 100 to the case. 


- For all fish not packed in oil, tins laquered inside are 
used. This is to prevent corrosion of the tin. The oil of 
itself prevents corrosion. 


Wages Paid the Employees. 


Almost all the labor in the factories is paid on the basis 
of piece work. Most of the girls who handle and pack the fish 
are able to make in the busy season as much as 5 crowns 
($1.34) per day and during most of the year they average 
about 3 crowns. The unskilled men employees average from 
5 crowns ($1.34) to 6 crowns ($1.60) per day, and skilled 
operatives on the machines average $2.15 to $2.65 per day. 
The scale of wages is liable to change any time to suit the 
ungisual high cost of living caused by the war. 


CHICAGO MARKET 


Market shows some improvement—More inquiry from buyers 
for futures, but canners not interested—A criticism 
of some canned foods prices—Spot goods 
of all kinds slow—News of 
this Market. 


Reported by Telegraph. 


Chicago, July 13th, 1917. 

General Situation.—There has been a visible improvement 
in the market condition during the week past, owing to the 
coming into the market of future and spot purchasers who 
have been holding out of the market waiting for a recession 
in prices. Several of these buyers have been “standing pat,” 
“sitting on the fence,” etc., and waiting for an appearance of 
stability in the market.. Even now they are moving cautious- 
ly, letting spot goods alone, except in a ‘“‘hand to mouth,” 
“daily bread’? way, but they are showing more interest in fu- 
tures and seem to have concluded that their ‘‘ten cent at retail”’ 
limitation on canned foods will have to be abandoned and that 


the limit will have to be raised to fifteen cents at retail as 
about the lowest plane of prices. 


The result of this changed attitude toward futures is that 
there is more inquiry, but it is found that the response from 
canners is not encouraging, as most of them have sold futures 
up to their producing capacity and now have nothing to offer 
“until the goods are in the can;” and unil they learn whether 
or not they will have any surplus over sales.. Transactions, 
therefore, are few. Buyers who have contracted for and sold 
futures heavily are waiting for their deliveries. If shortages 
are to be, then they, too, will be actively in the market later. 

A Criticism and Appeal.—Some of the most foolish and 
illogical items about prices of canned foods have recently ap- 
peared in the newspapers, wholly inconsistent with conditions 
and so ridiculous in their lack of actual practical conditions 


that if they were not to an extent demoralizing and unsatisfy- 
ing, they would be unworthy of notice. 


It would appear that the Federal Government is pursuing 
the usual political policy of placing in positions of authority 
and consequence people utterly unfamiliar with conditions, and 
that such philosophers who ‘‘can make shoes, though they never 
have made any;”’ are pursuing investigations and giving out 
views for publication which discredit official intelligence. 

Why can not competent and educated people be employed 
by the Government in such positions—I mean people of prac- 
tical education and information? 

The average college professor or lawyer or preacher and 
most of the doctors are as ignorant of goods and commercial 
methods and manufacturing methods, as is the average truck 
driver ; in fact, the truck driver from contact in a practical way 
is likely to know more real facts about distribution and to un- 
derstand them better than the philosophers mentioned. Men 
of big business connections or capitalists are likewise not es- 
sentially well informed in relation to statistical supplies,sources 


of manufacture, grades, qualities. Some of them are; most of 
them are not. 


They merely exercise a supervisory authority in business 
affairs and leaVe the practical execution to trained experts, and 
hold them responsible for results, and then they, the “big 
business men,”’ pocket the results or stand for the losses. 


This plea is not intended to inveigh against educated or 
professional people or big business men. They are useful and 
valuable and essential to the welfare of our country, but it is 
a plea for the injection of sensible and sane methods into the 
conduct of the business of the Government. 


If you wanted to try an important case in court would you 
employ a canned foods expert to take charge of it? 
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If you wanted a bad appendix removed, would you go toa 
carpenter to have it eliminated? 

If you wanted your son to have a classical education, 
would you engage a railroad brakesman to tutor him? 

These things suggested ‘would be just as consistent as 
some of the things that are being done in putting uninformed, 
impractical and incompetent people in positions where they dis- 
credit the Government and themselves and embarrass and in- 
jure legitimate business. 

Canned Tomatoes.—The demand for goods for immediate 
delivery is nothing. There is no such demand. 

Futures in tomatoes are quiet and but few are offered or 
sold. 

Canned Corn.—Spot goods are nominal and unsalable in 
a jobbing way. There is some inquiry for future canned corn 
at from $1.15 to $1.25 factory, the later price being for extra 
standard, the former for standard. However, there are but 
few transactions noted. 


Canned Peas.—Spot goods for immediate delivery and 
shipment are not wanted. Everyone seems well supplied. Buy- 
ers seem to have contracted freely for futures and are for the 
present not interested in any grades. Indiana has made some 
shipments of new peas to this market, but they have not yet 
arrived. The sale of futures has ended and there are now no 
offerings from Wisconsin, etc., nor will there be, until after 
futures are delivered. 

Canned Salmon.—The market is dragging a little. Prices 
are no lower, but they are hard to get from buyers... New Co- 
lumbia River chinooks have arrived and, as usual, are very fine 
in quality. 

String Beans.—Some sales have been made this week of 
Baltimore canned green and white string beans on a basis of 
prices considerably lower than the opening prices and consid- 
erably higher than last year. 

Jobbers have not bought largely, but cautiously, as they 
anticipate still further declines. In this they are probably mis- 
taken, however. 

Canned Spinach.—tThe price of this article opened so high 
that many buyers were incredulous about it and held out for a 
reduced price. The reduction was made and now buyers are 
taking hold a little. 

Negligent Correspondents.—I have heard that some can- 
ners are very inconsiderate with their brokerage correspond- 
ents, and that they sometimes hold up a reply to a telegraph 
message until the next day. 

This is wrong. In the first place, it is discourteous, be- 
cause a well-intended offer or conditional sale merits a courte- 
ous and prompt reply. It should be remembered that it is not 
your broker that you are holding in suspense, but the customer 
who may be figuring with others and wants a reply to com- 
pare with other quotations. 

The Publicity Committee of the Western Canners’ Associa- 
tion is meeting in Chicago today—Friday, July 13th, 1917— 
to consider some important matterg The address for mail 
and telegrams is Room 1205, 130 N. Fifth Ave., Chicago. 

The Weather.—All during the week past the weather here 
on the lake has been cold and cloudy, except one day, which 
was and rainy. 

It is reported that canning crops in the Central West are 
in fairly good shape and progressing. WRANGLER. 


CORRESPONDENCE SOLICITED 


FOREST CITY BROKERAGE CO. 
PURE FOOD BROKERS 
Manufacturers and Shippers Agents 
209 WARREN BUILDING . ROCKFORD, ILL. 
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CRARY BROK ERAGE COMPANY Expert in Canning Factory Efficiency Methods 
WISCONSIN CANNED PEAS If you have any trouble with your equip- 
WAUKESHA. WIS ment or your costs are not satis- 
factory, let me help you. 


° Factories designed or altered. Equipment installed. 
Production costs reduced. 


P. A. VAN HEEDEN MARTIN W. DORP. 


CONSULTING CHEMIST 221 E. NORTH AVENUE BALTIMORE 
SPECIALIST IN CANNING AND PRESERVING 


Analytical, Bacteriological and Research Work. Factory Efficiency 
Service. Chemical Engineering. 


PHONE MT. VERNON 6166. 


88 Tonnele Avenue JERSEY CITY, N. J.- 


TRADE-MARKS REGISTERED. 


It is important that your brands be duly registered in the Patent 
Office to safeguard the title and stop unlawful use or unintentional 


CANTON BOX COMPANY new brands in use. ‘This Treauwenthy 
2501 to 2515 Boston St. Baltimore, Md. ica aS 
PACKING BOXES. EDWARD DUVALL 


Made up or in Shooks. Cargo or Carload. Bond Building. Washington, D. Cc. 


The Louis Hilfer Company 


INCORPORATED 1902 


Canned Foods Brokers Dried Fruits 


SAINT LOUIS - 5th Floor, Wainwright Bidg. MILWAUKEE - ---:- - 288 E. Water Street 
GHICAGO ---:-:--° People’s Life Building INDIANAPOLIS - - - - Hume Mansur Bidg. 


WAKEM & McLAUGHLIN, Inc. 


WAREHOUSEMEN AND DISTRIBUTORS 


Operating 
“Importers’ Warehouses”’ 
North Pier, Chicago—Tel. Central 6241—All Departments 
Eight Warehouses with Track and River Frontage 
Money Advanced on Warehouse Stocks 


KRAUT CUTTERS 


Place your order early to insure promt delivery 


The GERMAN PATTERN KRAUT CUTTER— 
the only machine that makes a long fine cut kraut. 


Write for catalogue illustrating our Kraut Cutters, 
Shredders and Vegetable Mincing Machines. 


JOHN E. SMITH’S SONS CO. 


50 BROADWAY BUFFALO, N. Y. 
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WHAT CAN THE CANNER DO? 


Statement by Herbert Hoover. 


He can help win the war—and that is the one thing fpr 
men in every industry and in every station in life to keep con- 
stantly in mind. If we do not win the war what will be the 
value of your business, your property and the things we hold 
more precious. 

A conference of some forty-five canners called from every 
district of the country, was held recently in Washington under 
the auspices of the Council of National Defense. They repre- 
_ sented practically every phase of the canning industry, and in 
response to the appeals made by various departments of the 
Government, the canners quickly sensed the situation and gave 
fine expression of their patriotism. 

While the comments made at this meeting may have 
reached you through the press, I venture to send this letter in 
the hope that you may give it careful consideration and pub- 
licity. Regardless of the functions which may be given to any 
Food Administration, there are some conditions now operating 
of vital commercial importance to canners and dealers, and 
affecting seriously the health, comfort and spirit of the people. 

Through various agencies of the Government and with the 
almost universal support of the press—people generally have 
been encouraged to increase the production of food not only 
by the planting of vegetables in the back-yards and vacant 
lots, but by home canning. The recent gluts in many of the 


produce markets are a warning. They indicate not only in-, 


crease in the output of truck gardens for commercial purposes, 
faulty distribution, and inadequate transportation facilities; 
but they also indicate that the output of the garden and back- 
yard for private home use is actually figuring in the present 
shrinkage of the commercial demand for fresh fruits and vege- 
tables. For similar reasons canners, wholesalers and dealers 
will have to reckon with the output of the home cannery. For 
merely commercial and selfish reasons it would seem prudent 
for canners and the handlers of their products to keep their 
prices on the lowest levels to insure their prompt sale and 
distribution and consumption. There will be no difficulty in 
securing markets for the staple and heavy selling lines of can- 
ned foods, provided the prices are low; but if canners and job- 
bers persist in asking high prices, they will find the retailers 

At such a time as this, it seems almost unpatriotic to 


carrying these high-cost goods on their shelves for succeeding 
years and a depressed market for canned products. 


make the appeal from a commercial viewpoint, and there is 
reason to believe that the canner is quite as responsive to 
sentiments of patriotism as any other producer. So I would 
remind you that in this fight for democracy there is a distinct 
duty and responsibility resting upon each man and woman in 
the nation. A duty and a privilege—an opportunity for each 
to share in the joy of service—an insignificant service, perhaps, 
as compared with the service given by the brave men going to 
the front, and yet in some cases quite as important. 

If the canner would serve his country at this hour, he 
will help save the crops of fruits and produce. Even if some 
varieties are out of his usual lines, he will by advice, and pos- 
sibly with the use of his facilities, aid the farmer in saving his 


crops. Unless he does so—the farmer may be discouraged from 
producing next year. 


If, by reason of lack of facilities, it comes to a choice be- 
tween packing staple lines required by the average man of 
small means—lines which may be in short supply—or the pack- 
ing of luxuries, which may promise better profit—it is hoped 


that the canner may be willing to pack the less profitable line 
for the general welfare. 
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He will cheerfully supply such of his products as may be 
required by the Government at a reasonable price—probably 
below the market value. He will take good care to see that no 
complaint or scandal arises in connection with the quality or 
condition of his shipment. He will take pride in seeing that 
his goods are of the best quality, remembering, perhaps, that 
his own kin are fighting at the front. 

It is realized that many canners have sold most of their 


estimated pack, but it is to their interest to see that reasonable 


prices on these products are made by jobbers and retailers, 
So far as the canners’ unsold stocks are concerned, it is im- 
portant that all of the factors in the production and sale take 
pride in putting out prices on the lowest possible levels con- 
sistent with a reasonable profit. 

DEMOCRACY IS ON TRIAL AND A POLICY OF SELF- 
REGULATION, PROPERLY FOLLOWED, WILL MAKE IT 
UNNECESSARY TO USE THE EXRAORDINARY POWERS 
NOW CONTEMPLATED IN THE PENDING LEGISLATION. 


TOLERANCES IN WEIGHT MARKING. 


Regulation 29, Relating to Marking the Quantity of Food in 
Package Form, As Amended By Food Inspection 
Decisions 154, 157, 163 and 168, United States 
Department of Agriculture. 


Under Section 3 of the Food and Drugs Act of June 30, 
1906 (34 United States Statutes at Large, pages 768 to 772), 
as amended by the act of March 3, 1913, entitled ‘“‘An act to 
amend section eight of an act entitled ‘An act for preventing 
the manufacture, sale, or transportation of adulterated or mis- 
branded or poisonous or deleterious foods, drugs, medicines 
and liquors, and for regulating traffic therein, and for other 
purposes,’ approved June 30th, 1906” (37 United States Stat- 
utes at Large, page 732), Regulation 29 of the Rules and Regu- 
lations for the Enforcement of the Food and Drugs Act, has 
been amended by Food Inspection Decisions 154, 157, 163 and 
168, so as to read as follows: 


REGULATION 29. 
Statement of Weight, Measure or Count. 


(Section 8, paragraph 3, under ‘‘Food,” as amended by act of 
March 3, 1913.) 

(a) Except as otherwise provided by this regulation, the 
quantity of the contents, in all cases of food, if in package 
form, must be plainly and conspicuously marked, in terms of 
weight, measure or numerical count, on the outside of the cov- 
ering or container usually delivered to consumers. 

(b) The quantity of he contents so marked shall be the 
amount of food in the package. 

(c) The statement of the quantity of the contents shall be 
plain and conspicuous, shall not be a part of or obscured by 
any legend or design, and shall be so placed and in such char- 
acters as to be readily seen and clearly legible when the size 
of the package and the circumstances under which it is ordi- 
narily examined by purchasers or consumers are taken into 
consideration. 

(d) If the quantity of the contents be stated by weight or 
measure, it shall be marked in terms of the largest unit con- 
tained in the package, except that, in the case of an article with 
respect to which there exists a definite trade custom for mark- 
ing the quantity of the, article in terms of fractional parts of 
larger units, it may be so marked in accordance with the cus- 
tom. Common fractions shall be reduced to their lowest terms; 
decimal fractions shall be preceded by zero and shall be car- 
ried out to not more than two places. , 

(e) Statements of weight shall be in terms of avoirdupois 
pounds and ounces; statements of liquid measure shall be in 
terms of the United States gallon of 23- cubic inches and its 
customary subdivisions, i. e., in gallons, quarts, pints or fluid 
ounces, and shall express the volume of the liquid at 68° F. 
(20° C.); and statements of dry measure shall be in terms of 
the United States standard bushel of 2,150.42 cubic inches and 
its customary subdivisions, i. e., in bushels, pecks, quarts, oF 
pints, or, in the case of articles in barrels, in terms of the 
United States standard barrel and its lawful subdivisions, i. e., 
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“AMS” No. 91 LINER 


IN CONJUNCTION WITH 


Speed: 240 Can Ends and Upward per Minute 


Liner handles round ends from 2 in. to 5 in. outside 
diameter. 

Is self contained and completely automatic throughout. 

It will line can ends for any single line of Sanitary 
Can Machinery, no matter how great the output. 

Is equipped with a Tank, holding 7% gallons of ‘‘Amscan”’ 
Sealing Fluid, which is applied under pressure from pump 
attached to frame. 

Has an automatic fluid cut-off-no smearing of ends. 


Dryer will take care of all the ends that can be fed 
into it. 


THE MAX AMS MACHINE CO., Bridgeport, Conn., U. S. A. 


CHAS. M. AMS, President 


AGENTS:—Berger & Carter Co., San Francisco, Cal. W. E. Hughes & Co., London, E. C., England. 


Price - $125.00 


STICKNEY BEAN and PEA FILLER ZASTR OW’S 


Capacity Daily 
10,000 to 15,000 
as per size of 
Bean, Can and 
Stud Hole 


Syrup Attachment 


Extra - $50.00 


IMPROVED SQUARE OYSTER STEAM BOX 


: THESE BOXES are square, so that when the square cars filled 
These Machines with oysters are ran into them. they all the Box as full as prc. 
i ical, leaving very little unused space for the live steam 
are in succeseful up. They are made of % inch plate steel. riveted together with 
use on 4 inch rivets, all seams and joints are fitted and caulked care- 

d oth fully, the frames are filled with packing and fitted with two 
enc ouer swinging doors, the tracks are securely fastened to, the heavy 
ood angles forming the corners of the Box. very Box is furnis' 

& sthatcanflow with steam pipes, safety valves, steam gauge, and all valves 

ravi an necessary. ey are generally made eet long, nches wide 
shaken intothecan . to hold three . cars, but are le 


HENRY R. STICKNEY SCHLUTTER-ZASTROW MACHINE CO. Inc, 


ee PORTLAND, ME. Successors to GEO. W. ZASTROW 
1404-1410 Thames St. Baltimore, Md. 


SPRAGUE CANNING MACHINERY CO. 


MS 
_No. 107-B DRYE 
O. R K 
i 
= 
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third, half or three-quarter barrel, as fixed by the act of March 
4.1915 (38 United States Statutes at Large, page 1186): Pro- 
vided, That statements of quantity may be in terms of metric 
weight or measure. Statements of metric weight should be in 
terms of kilograms or grams. Statements of metric measure 
should be in terms of liters or centiliters. Other terms of 
metric weight or measure may be used if it appears that a 
definite trade custom exists for marking articles with such 
other terms and the articles are marked in accordance with 
the custom. 


(f) The quantity of solids shall be stated in terms of 
weight and of liquids in terms of measure, except that in case 
of an article in respect to which there exists a definite trade 
custom otherwise, the statement may be in terms of weight or 
measure in accordance with such custom. The quantity of vis- 
cous or semi-solid foods, or of mixtures of solids and liquids, 
may be stated either by weight or measure, but the statement 
shall be definite and shall indicate whether the quantity is 
expressed in terms of weight or measure, as, for example, 
“weight 12 oz.,” or “12 oz. avoirdupois;” ‘‘volume 12 ounces,” 
or ‘12 fluid ounces.”’ 

(g) The quantity of the contents shall be stated in terms 
of weight or measure unless the package be marked by numer- 
ical count and such numerical count gives accurate information 
as to the quantity of the food in the package. 

(h) The quantity of the contents may be stated in terms 
of minimum weight, minimum measure, or minimum count, 
for example, ‘minimum weight 10 oz.,” “minimum volume 1 
gallon,” or ‘‘not less than 4 oz.;’’ but in such case the state- 
ment must approximate the actual quantity and there shall be 
no tolerance below the stated minimum. 

(i) The following tolerances and variations from the 
quantity of the contents marked on the package shall be al- 
lowed: 

(1) Discrepancies due exclusively to errors in weighing, 
measuring or counting which occur exclusively.in packing con- 
ducted in compliance with good commercial practice. 

(2) Discrepancies due exclusively to differences in the ca- 
pacity of bottles and similar containers resulting solely from 
unavoidable difficulties in manufacturing such bottles or con- 
tainers so as to be of uniform capacity: Provided, That no 
greater tolerance shail be allowed in case of bottles or similar 
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containers which, because of their design, can not be made of 
appropriate uniform capacity than is allowed in case of bottles 
or similar containers which can be manufactured so as to be of 
approximate uniform capacity. 

(3) Discrepancies in weight or measure, due exclusively 
to differences in atmospheric conditions in various places, and 
which unavoidably result from the ordinary and customary ex- 
posure of the packages to evaporation or to the absorption 
of water. 

Discrepances under classes (1) and (2) of this paragraph 
shall be as often above as below the marked quantity. The 
reasonableness of discrepancies under class (3) of this para- 
graph will be determined on the facts in each case. 

(j) A package containing two avoirdupois ounces of food 
or less is “small’’ and shall be exempt from marking in terms 
of weight. 

(k) A package containing one fluid ounce of food or less 
is “‘small” and shall be exempt from marking in terms of 
measure. 

(1) When a package is not required by paragraph (g) to 
be marked in terms of either weight or measure, and the units 
of food therein are six or less, it shall, for the purpose of this 
regulation, be deemed ‘“‘small’’ and shall be exempt from mark. 
ing in terms of numerical count. 


EXEMPTIONS FROM WAR-DRAFT. 


In response to the resolutions of the National Canners’ 
Association regarding exemption of necessary employees for 


the proper canning of foods, Provost Marshal General E. H. 
Crowder has replied through a bulletin which reads as follows: 


WAR DEPARTMENT 
Office of the Provost Marshal General, 
Washington. 
BULLETIN 
Concerning Exemptions, Exclusions and Discharges. 
1. From the lists of persons registered on June 5th, names 
will, on a day to be announced later, be drawn by lot by the 
fairest system that can be devised. Persons whose names.are 


Baltimore 


Manufacturers of PACKERS AND SANITARY CANS. 


Maryland. 


MAIN OFFICE 


New York, Chicago, 
Cincinnati, Obio, 
Birminghan, Ala. 
Detroit, Mich., 


Milwaukee, Wisc., 
Boston, Mass., 


St. Paul, Minn., 


EUREKA SOLDERING FLUX 


CHEMICALLY CORRECT—-ALWAYS UNIFORM 
Especially Adapted To The Manufacture and Capping Of Cans Containing Food Products 
— MANUFACTURED ONLY BY — 


THE GRASSELLI CHEMICAL COMPANY 


FOR SALE AT FOLLOWING BRANCHES AND AGENCIES 
Pittsburgh, Pa., 

Philadelphia, Pa., 

S. O. Randall’s Son, 


C. W. Pike Company, 


CLEVELAND, OHIO 


THE GRASSELLI CHEMICAL CO., LTD., 
Main Office and Works, Hamilten, Ont. 
Branch Offices: 

Toronfo, Ont., Montreal, Que. 
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“IVIORRAL” 


With either our ‘‘Single’’ at 90, or the ‘‘Double’’ at 180 
ears a minute you get unmatchable Husker quality and 
efliciency. ‘‘Morrals’’ remove every doubt from butting, 
husking and silking—they give you 100% perfect, automatic 
service. 


Patented 


Each ear greater profit 


Turning back to the owner a greater earning on the amount invested than any 
other piece of machinery ever put in a corn shed, ‘‘Morral’’ Huskers command the 
attention of all who are looking for profits in their corn pack. Simpler operation, bet- 
ter corn butting, husking and silking work and one-third more of it than is otherwise 
possible with any machine manufactured—performance we positively guarantee—a claim 
we stand back of, allowing ten days to demonstrate our assertions are realities. Can- 
ners who have used other Huskers tell us, and will tell you, ‘‘Morrals’’ are the speediest, 
safest and most economical machines—the ove machine that actually butts without waste, 
the only one. Get our literature, see testimonials from prominent corn packers. 
Do it today. 


MORRAL BROS., Morral, 0. HUNTLEY MFG. CO., Silver Creek, N. Y. 


THE KNAPP 


of labeling suits mighty well. Nothing just like it. 
Lots of difference between an automatic labeler and 
one that is not. ‘‘Hit and miss’’ don’t pay. Long 
ago we tried to get what we are now so proud to 
show—The Knapp Automatic. These machines give 
splendid resulte, made for one size can or adjustable. 


Our rebuilt labelers are up-to-date, all new but the 
frames. We guarantee them fully. 


Write us for proposition on new or rebuilt labelers 


The FRED. H. KNAPP COMPANY 
Baltimore = - = #£=Maryland 


Berger & Carter Co., San Francisco, Cal. The Brown-Boggs Co. Ltd., Hamilton, Ontario 
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drawn, and other persons interested, will be given an oppor- 
tunity to present claims for exemption, exclusion or discharge 
from the draft and to support such claims by evidence. 

2. The determination of whether a particular claim for 
exemption, exclusion or discharge shall be granted, will be 
made by boards to be appointed by the President. These 
boards will function under the law and under regulations pre- 
scribed by the President. Regulations governing the deter- 
mination of exemptions, exclusions and discharges will, when 
promulgated, be made available to all concerned at the offices 
of the local and District Boards. Until such regulations have 
been promulgated further information cannot be given as it 
might later prove misleading; and even after the regulations 
have been made public, decisions concerning exemptions, ex- 
clusions or discharges in individual cases cannot be made by 
this office, since the law provides that all such cases shall be 
heard and determined by the Boards to be established for that 


purpose. The President’s regulations, for the execution of the 
draft, will be given to the public as soon as possible. 

3. The law provides for the exemption from draft of per- 
sons in the military and naval service of the United States, of 
officers of the legislative, executive, or judicial departments of 
the United States and of the several States, Territories and 
District of Columbia: of regular or duly ordained ministers of 
religion and students who on May 18th were preparing for the 
ministry in recognized theological or divinity schools, of aliens 
and of subjects of Germany whether they have or have not 
taken out their first papers. 


4. Persons who are members of well-recognized religious 
sects or organizations organized and existing on May 18th and 
whose creed, at that time, forbade its members to participate 
in war in any form and whose religious convictions are against 
war or participation therein in accordance with the creed or 
principles of said religious organizations, cannot be compelled 
to serve in any of the military forces created by the Selective 
Service Act of May 18th, but no such person shall be exempted 
from any service which the President may declare to be non- 
combatant. 
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5. The President is authorized to exclude or discharge 
from the selective draft, or to draft for partial military service 
only, persons of the following classes: County and municipal 
officials; custom-house clerks; persons employed by the United 
States in the transmission of the mails; artificers and workmen 
employed in the armories, arsenals, and navy yards of the 
United States, and such other persons employed in the service 
of the United States as the President may designate; pilots, 
mariners actually employed in the sea service of any citizen or 
merchant within the United States; those in a status with re- 
spect to persons dependent upon them for support which ren- 
ders their exclusion or discharge advisable; and those found 
to be physically or morally deficient. 


(b) Also, persons engaged in industries, including agri- 
culture, found to be necessary to the maintenance of the Mili- 
tary Establishment or the effective operation of the Military 
forces or the maintenance of national interest during the emer- 
gency. 


6. NO EXEMPTION OR EXCLUSION SHALL CONTINUE 
WHEN A CAUSE THEREFOR NO LONGER EXISTS. 


7. Whether or not any class or any individual falls within 
the meaning of any of the above enumerated provisions, is a 
question of fact and must, in order to constitute a proper 
claim for exemption, be proved and established before the 
boards to be appointed by the President for the purpose of 
passing upon all such claims. 

8. There will be one board in each county or, in large 
cities, one for each 30,000 inhabitants. These boards will hear 
and determine, subject to review by District Boards, all ques- 
tions of exemptions except those coming under Par. 5-b above. 
Those coming under the provisions of that paragraph must be 
determined by District Boards, one of which will be appointed 
by the President for each Federal District. These District 


. Boards, in addition to having original jurisdiction over the 


classes falling under Par. 5-b, shall also, on appeal, have the 
power to affirm, modify, or reverse any decision of any local 
board, and the decisions of such District Boards will be final, 
except that the President may affirm, modify or reverse such 
decision under such rules and regulations as the President may 
prescribe. E. H. CROWDER, 


Provost Marshal General. 


MILWAL 


BULK AND LIQUID 


FILLER 


FIRST 
Canning Machinery Division 


Tc THAT GREAT WASTE! 


THE 20th CENTURY MACHINERY CO. 


NATIONAL BANK BUILDING 


STOP 


We can show you a way to Eliminate 
Waste and spill while filling, and at the 
same time, increase your output. 


If information that will lead to a saving 
of Thousands of Dollars is worth a 2c. 
stamp, and a little of your time— 


WRITE US NOW 


MILWAUKEE, WIS. 
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Ry 
MADE.° 


ATLANTIC CAN CO. 


Power Transmission Machinery 


No matter whether you have 1 or 1000 Horse Power 
to transmit, by belt, ropes, gears or chains, we have 


the equipment to do the work in a satisactory and 

C A Ni economical manner. 
FOR OUR FULL LINE SEND FOR 
GENERAL CATALOGUE P 20 


BALTIMORE WELLER MFG CoO. 


CHICAGO. 14 


AUTOMATIC ROUND CAN FLANGER, No. 157 


For Sanitary or Open Top Cans se 


This machine is used for making a flange or rim J 
on one or both ends of the can body at one time | 
at a speed of 125 Can Bodies per minute. e, 


It is eccentric driven throughout and has no cams; 
easily adjusted from one size to another and is 
entirely automatic, requiring no help to operate 
same. Write for particulars and prices. 


We Build a Complete Line of 
Sanitary Can Making Machinery 


TORRIS WOLD & COMPANY 


WILLIAM CAMERON, Pres. and Mgr. 


240 ASHLAND AVE. CHICAGO, ILL. 


Makers of High Class, High Speed Automatic Can Machinery, Presses, Dies, Etc. 


Cale 

. 
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LABELING GLUE No. 60—“The Five-point Glue” 


A solid glue, used with heat on the pick-up end of the Burt Labeling Machine 


POINT No. 4—It can be used under greater ranges of cold, hot or 
damp weather than any other glue. 


Ask Us About It Watch This Space © 


THE CONTINENTAL - MFG. Co., Inc. 
4615 Girard Avenue - - - - - PHILADELPHIA, PA. ; 


GUARANTEED MACHINERY 


FOR 


CANNERS AND PRESERVERS| 


Awarded Gold and Silver Medals at Panama-Pacific Exposition 


If it is the best——we sell it. 


SPRAGUE CANNING MACHINERY COMPANY 


44 MARKET PLACE 222N. WABASH AVE. 
BALTIMORE CHICAGO 


Peas, Beans, Corn, Tomato, 
Cabbage, Cauliflower, Cucumber= 


Chicago Pickle. Onion=White Pickling 
LEONARD SEED Co, 


WHOLESALE SEED GROWERS 


GENERAL OFFICES 
#26 -228-230 WEST KINZIE. STREET 


CHICAGO 
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FIRE INSURANCE 


AT 


CANNERS EXCHANGE 


Place ALL of your insurance on STOCK at your Exchange. 
Remember your values have increased and you require more protection. 
Don’t forget to insure your new buildings and machinery. | 
You make the saving with Canners Exchange. 

Send in your orders now and be protected. 


LANSING B. WARNER, INCORPORATED, ATTORNEY 
104 South Michigan Avenue, Chicago, Illinois 
ADVISORY COMMITTEE 


CANNERS EXCHANGE SUBSCRIBERS AT WARNER INTER INSURANCE BUREAU 


Geo. G. Bailey, Chairman......... Rome, N. Y. George N. Numsen, Tres...Baltimore, Md. Frank Van Camp............... San Pedro, Calif. 
Wate, Bs Hart, Mich. Chillicothe, O. Lansing B. Warner, Secy....... Chicago, Ill. 


Until a Few Years Ago 


there was really no incentive for the average canner to maintain a condition of cleanliness in the cannery beyond the most superficial and 
unprotecting kind. But the passage of Pure Food Laws and the advent of Cannery Inspection, together with the discovery of 


Sanitary 
Cleaner and Cleanse’ 


gave to those who had been careless in the cleanliness of the cannery the necessary incentive and the easy means to keep the cannery as clean 
as the production of good, healthful canned foods démands. Today it is universally recognized that the better the sanitary conditions of the 
cannery, the easier it is to produce better quality products, and the greater does the earning capacity of the canner become. 

Wyandotte Sanitary Cleaner and Cleanser, for reasons that are known far beyond the limits of this, or any other 
nation, has done much t» make cannery cleanliness all that it should be. It is a harmless, non-soapy. non-caustic 
agent, with peculiar sweetening and purifying properties. It cleans clean and it is uniformly reliable and dependable 
in cleansing quality. Your regular supply man will be pleased to ship you a barrel or keg of Wyandotte Sanitary 
Cleaner and Cleanser with the understanding that every claim is fully guaranteed. 


IN EVERY PACKAGE SOLD BY 
sammmrcurmen ; A. K. Robins & Co., Baltimore, Md. Bessire & Co., Indianapolis, Ind. 
AND CLEANSER 


Brown, Boggs Co., Ltd., Hamilton, Ontario 


The J. B. FORD CO. Sole Mnirs. _ Wyandotte, Mich. 


This Cleaner has been awarded the highest prize wherever exhibited 
IT CLEANS CLEAN 


i 
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CALIFORNIA MARKET 


Crops doing well under better weather conditions—Good 
pack of cherries—Good crop of peaches in sight— 
Packers all cleaned up on spot goods— 

Fruit growers raising prices— 

Coast Notes. 


Reported by Telegraph. 


San Francisco, Cal., July 13, 1917. 


Crops Doing Well.—Ideal weather conditions are now 
ruling, following the hot wave that swept the State in June, 
and fruits and vegetables are maturing in fine shape. The 
damage done by the hot spell was confined largely to the 
southern part of the State, and vegeables, especially beans, 
were injurd more than anything else, except citrus fruits. On 
the whole the loss was lighter than seemed likely at the time. 
The packing of apricots has come to an end in the San Joa- 
quin Valley, and will shortly be over in the southern counties, 
but is just commencing at canneries around San Francisco. 
The bulk of the cherry crop has been harvested and the pack 
has been a good one, there having been no late rains to injure 
the fruit, with practically no damage resulting from the hot 
weather in June. The peach crop, which had been backward 
all spring, promises to ripen about on time, and a very large 
crop is in prospect. 


The Market.—The canned fruit and vegetable market is 
about as nearly at a standstill as it could possibly be, but no 
one knows at what minute it may become exceedingly active. 
For the first time in many years packers have effected a com- 
plete cleanup on spot goods, and if there is anything on hand 
that was put up in 1916, it is unknown to the heads of sales 
departments. The California Packing Corporation has with- 
drawn all quotations on spot fruits, including pineapple, as 
well as all lines of vegetables, and other concerns have done 
likewise. Prices on new pack goods have been expected for 
some time, and may be named any day, and then there will be 
a grand rush to confirm orders. The unusual situation has 
presented itself this year of packers having completed their 
packs of certain lines without prices being named to the trade. 
The cherry crop is now in cans, the output is known to within 
a few cases, and costs have been accurately figured, but no 
definite sales have been made. Much of the apricot crop has 
also been packed and it is now possible to estimate how large 
it will be and what packing costs will be. Packers are ready 
to name prices, the wholesale and retail trade is anxious to 
place orders, and all now waits on the word of the Government 
as to how much of the pack it wishes for its us and the use of 
the allies and the methods it may insist upon to secure proper 
distribution. 

Pears.—Just what price canners not protected by con- 
tracts will have to pay for Bartlett pears this year seems to 
be a question. A few weeks ago growers seemed willing to 
accept $40 a ton, as the crop is a good one, but of late the price 
has stiffened and now growers along the Sacramento River 
have joined in holding out for $50 a ton. They point out the 
fact that packers are paying around $35 a ton for peaches, 
which in former years brought eight or ten dollars less, and 
that apricots are bringing from $40 to $60 a ton, and even 
more, with the crop a long way from being a light one. Pears 
may cost canners more than they have figured on. 

Tomatoes.—A few packers are still accepting orders for 
future tomatoes, quotations ruling about as follows: No. 2% 
standards, $1.30; extra standards, $1.40; solid pack,- $1;50, 
and No. 10 standards, $4.00. Spot tomatoes are quoted at 
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$1.90 for standards, with other grades in proportion, but prac- 
tically nothing is moving, as retailers are finding that they can 
get the goods needed by trading among themselves, some hay- 
ing laid in larger stocks than they can handle before the new 
pack comes in. The consumption of tomatoes, and most other 
canned foods, has fallen off very heavily of late, owing to the 
unusually large quantities of fresh vegetables offered and the 
low prices prevailing generally. 

Coast Notes.—The Pacific Pea Packing Company has com- 
pleted its run on peas at the big plant at Oakdale, Cal., having 
made the largest pack in its history. It is planned to operate 
this plant later on on lima beans, and possibly some other lines. 

The first vessel to return to San Francisco this season 
from the salmon canneries on Bristol Bay is the steam 
schooner Wilmington, under charter to the Red Salmon Can- 
ning Company. The Wilmington left .this port several weeks 
ago to take supplies to the canneries of this concern, the trip 
having been made necessary by the wreck of the ship St. Kath- 
erine, which started north early in the spring with a full cargo 


of supplies. The Wilmington brought down a few cases of the 
new pack. 


Libby, McNeill & Libby are now preparing to go ahead 
with the construction of their big packing plant within the 
limits of the Greater San Francisco, which has been planned 
for some time. A fifty-year lease on wharfage rights on the 
east-bay side is being arranged for, and it is planned to expend 


$1,000,000 in buildings and machinery for a canning plant, 
warehouse and cold-storage facilities. 


The F. E. Booth Company is erecting a= addition to its 
plant at Pittsburg, Cal., and is installing considerable new 


canning machinery. It is intended to pack tomatoes this sea- 
son, followed by herring and other fish. 


George E. Hyde & Co. have been improving their facilities 
of late at their plant at Campbell, Cal., in both the drid fruit 


and canning departments, and expect to have a record-breaking 
output. 


The Sunlit Fruit Canning Company, of Berkeley, Cal., is 
now operating on berries and will shortly turn its attention to 


apricots. The new addition to the plant is now complete and 
is being occupied by the box department. 


The plant of the Central California Canneries at Yuba 
City, Cal., will commence operations on peaches about July 
20th, under the management of Arthur Hill. 

Joseph Durney, of the Griffith-Durney Co., San Francisco, 
has asked to be excused from service on the araft exemption 
board at Alameda, Cal. He calls attention that he devoted 
much time to the Liberty Loan and Red Cross work, and that 


with the canned food selling season just at hand, business de- 
mands his attention. 


The Alaska Packers’ Association of San Francisco is al- 
ready assemblying tinplate for the 1918 pack, and it is stated 
that it has gathered about five hundred tons. ; 

C. W. Griffin, of the Griffin & Skelley Co. has returned to 
San Francisco from an Eastern business trip in the interests of 


the California Packing Corporation. He spent some time at 
Washington, D. C. 


Cc. A. Miller, superintendent of the can tnetory . of the 
Standard Oil Company at Point Orient, Cal., was recently pre- 


sented with a gold medal at the completion of fifty years of 
service with this concern. 


F. S. Digby, of Leeton, Australia, is in an Francisco for 
the purpose of making a careful study of California fruit-can- 


ning methods. While here he will purchase machinery for two 
canneries and will engage the services of an American manager 
for the plants. Mr. Digby states that apricots, peaches, grapes 


-and most of the fruits grown in California do well in Australia, 


but that canning is carried on there in but a limited way, most 
of the fruits used being imported from the United States. 
Thomas Fox, a commission agent from the Malay States, 
is in San Francisco to obtain agencies for a long list of canned 
products. “BERKELEY.” 
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SAFETY FIRST 


Merchandise 


This New Combination Merchandise Storage and Office Building is not 
semi-fireproof, but Is fi . Insurance on merchandise is 15 3/10c. 
Every floor steam heated. 

Warehouse located within five minutes walk of all freight depots, and 
at the door of the richest agricultural territory on earth. 

We own and operate our own building, and are also bonded to the state. 
Switching charges absorbed by carrier. We solicit your Kansas City 
business on the basis of safety and service. 


BROKERS OFFICE & WAREHOUSE COMPANY 
“Brokers’ Building” KANSAS CITY, MISSOURI 
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Lewis BEAN CUTTER 1917 


Attention, Mr. Canner: 

If your cutter does not cut old and stringy beans clean 
off, then you should have a LEWIS cutter, which cuts 
perfectly. 

Also built to cut okra, celery, rhubarb and peppers. 

We also build Pineapple PEELERS and small, power, 
CAN TESTERS. 


E. J. LEWIS, Middleport, WN. Y. 


Pulp Machines and Pulp Finishing Machines 


— FOR — 


Pulp and Catsup Makers 


We also manufacture a general line of canning machinery, such 
as pea graders, cranes, pineapple graters, pod pea hullers, paring 
machines for pears and peaches, pitting spoons. Friction Clutch 


Pullies, &c. 


THE SINCLAIR-SCOTT COMPANY 


Wells & Patapsco Streets 


BALTIMORE, MARYLAND 


Agents for Ontario—The Brown, Boggs Co., Hamilton, Ontario 
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PUBLISHED EVERY MONDAY BY 


THE TRADE COMPANY 


A. I. Jupce, . Manager and Editor 
Baltimore and Holliday Sts., Baltimore, Md. 
Telephone St. Paul 2608. - 


Tue Canning Trane is the only paper published exclusively 
in the interest of the Canned Food Packers of the United States and 
Canada. Now in its 40th Year. 


TERMS OF SUBSCRIPTION. 
Payable in advance, on receipt of bill. Sample copy free. 


Extra copies, when on hand, 10 Cents each. 
ADVERTISING Rates.—According to space and location. 
Make all Drafts or Money Orders payable to THs TraveE Co. 
Address all communications to THe Trapg Co., Baltimore, Md. 


Packers are invited and requested to use the columns of THE 
Canning Trapg for inquiries and discussions among themselves on 
all matters pertaining to their business. 


Business communications from all sections are desired, but 
anonymous letters will be ignored. A. I. JUDGE, Editor. 


Entered at the Postoffice, Baltimore, Md.,as second-class mail matter 
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BALTIMORE, MONDAY, JULY 16, 1917 


EDITORIAL JOTTINGS. 


Do you know any other canner who is not a member 
of the National Canners’ Association? Go out and bring 
him in! 


Canners are not allowed to ban together to oppose 
the combinations of growers, labor unions, etc., but the 
National Canners’ Association offers them a means of 
working together, in no way commercially, but effectively 
in those matters which are of equal interest or importance 
to all. The N. C. A. today represents the canning indus- 
try before the world, and if you are not a member you 
are not represented and must be considered an outsider, 
which is not a desirable condition, if you think it over. 


Commissioner of Foods Herbert C. Hoover is cer- 
tainly having a hard row to hoe down at Washington. 
The task of arraying the food supplies of this country 
was large enough in itself, but Congress does not seem 
to think so. There is not a man in Congress, in either 


House, that does not know that all the plans for food 
conservation hinge upon the Food Control Bill, or that 
the season for many food staples is here and going rap- 
idly, yet they dilly-dally with this Food Control Bill in a 
way that is nothing short of treasonable. No wonder 
there are rumors going the rounds that the Soft Drink 
Lobby, headed by one famous dope dispenser, have a fund 
of such size that it dwarfs the most rabid claims for the 
Liquor Ring fund. The way the House of Representa- 
tives passed the bone-dry prohibition bill in one night 
with but five dissenting votes reminds one of the days 
when the machine-made can was fighting for its existence 
against the old C. M. M. P. A. Up until that famous 
night the House had always said it did not believe the 
time was ripe for Nation-wide prohibition—and now the 
rumors are wondering what changed the sentiment so 
completely and so quickly. It is to wonder! 


The prohibition question should never have been in- 
jected into this food control measure, and we think those 
responsible for it, and all the consequent delay, are open 
to the accusation of being allies of Germany—the whole 
thing has very much the appearance of the German 
propaganda. The Baltimore said editorially on 
July 11th: 

SOUNDS LIKE A JOKE. 


Having worse than wasted weeks of dickering, orat- 
ing, patching and man-handling the Food Control bill, our 
incomparable Senate now solemnly agrees to limit debate 
by voting on the bill eleven days from date. It would be 
a howling jest if it were not so serious. 

The fact is that the food speculators’ lobby, the Pro- 
hibition lobby and all the various interests and influences 
opposed to food control seem in a fair way to beat the bill, 
or so mangle it as to defeat its object or force a veto. 

The McKellar amendment, which would virtually 
restroy the Advisory Council of National Defense, is plain 
idiocy, if it is not worse. The President could hardly sign 
a measure which would rob the Government of the serv- 
ices, given gratis, of the men who are quietly and efficient- 
ly doing the great work in Washington and accomplishing 
wonders. The Council could have settled the whole food 
control quesion intelligently while one ranting and empty- 
headed spellbinder was making a speech. 

And in the meanwhile hoarded food is rotting in New 
York and doubtless elsewhere, and bread and even wheat 
are cheaper in England, France, Germany and nearly all 


over Europe than they are in this country, which produced 
them. 


Our whole industry is anxiously’ waiting to know 
just what it is to do as its share in the food supply of the 
world, and it cannot be told definitely until this Food 
Control Bill is passed, and its provisions known. And 
there are innumerable other industries all held up in the 
same way—and yet Congress delays. If ever the country 
were given a good example of politics for politicians it 
has it here, and it is to be hoped that the lesson will not 
soon be forgotten. 


In this issue it will be noted Mr. Hoover has made a 
statement as to what he wishes the canners to do, and we 
urge you to read it, and re-read it carefully, and in 
fact to file it away for future and frequent reference. It 
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Last year we knew all about The 
Sanitary Can with The Sanitary 
Gasket. 


This year you know all about The 
Sanitary Can with The Sanitary 
Gasket. 


AMERICAN CAN COMPANY 
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is couched in plain and simple terms, but underneath the 


words lie a world of meaning. Dig it out and remem~- 


ber it. 


We are not going to comment upon it, for the neces- 
sity he points out is too patent to require comment; but 
it may be well to remind you that this wat may not last 
this season only; it may go on for three or four years, 
and that during all that time the canners must serve as 
the great kitchens: of the world. It is a big task, and an 
important task, and as Mr. Hoover intimates, you are now 
on trial, and accordingly as you acquit yourself now you 
will be treated in the future. Will the canners make 
good? You bet your life—and some to spare. 


CONTINETAL CAN CO.’S NEW BIG PLANT. 


One of the most important industrial real estate transac- 
tions of recent years, says The Economist, Chicago, June 22, 
was closed this week by the Clearing Industrial District with 
the Continental Can Company, who have purchased twenty 
acres at the corner of West Sixty-fifth street and South Fifty- 
fourth avenue, in the Clearing District, at a stated considera- 
tion of $100,000. The property fronts 900 feet on West Sixty- 
fifth street and 980 feet on South Fifty-fourth avenue. 

Work will begin immediately on the first unit of a four- 
story standard, mill and reinforced concrete factory building, 
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containing approximately 1,000,000 square feet of floor space. 
The plant when complete. will be one of the largest and most 
modern can factories in the world. In the design of building, 
shipping platforms, switch tracks, etc., every facility and con- 
venience has been provided for the rapid and economical hand- 
ling of a very large volume of business. The building will 
be laid out in the shape of a letter “E.’ A striking feature 
of the plant lay-out is the provision for shipping. Sixteen ship- 
ping and receiving platforms, 300 feet long, with 27 parallel 


switch tracks of 8-car capacity each, are located in the ifner 
portion of the “E”’ extending at-right angles from the main 
buildings. The switch tracks connect with a system of lead 
and main tracks, which in turn are connected with the tracks 
of the Belt Railway of Chicago and the latter’s Clearing Yards, 
thus affording unusual facilities for the switching and rapid 
handling of a heavy traffic. 

Another important feature will be a four-story wing, 120 
feet square, projecting from the main building, to be used ex- 
clusively for utilities and the conveniences of the employees, 
such as dining and rest rooms, lockers, wash and toilet rooms. 
Buildings will be heated by direct radiation and equipped 
throughout with sprinkler system. 

Three thousand persons will be employed, to be drawn 
largely from the southwestern portion of the city and from the 
rapidly growing residenial district in the neighborhood where 
it is reported plans are on foot for a large home development 
along modern lines. 


The Can Company now operates two other factories in 
Chicago, as well as plants in Syracuse, New York, and Balti- 
more, Md., together with a in plate mill in Canonsburg, Pa. 


MERICAN 


CORES A 

ERICAN_BEST 

ETT 

Highest quality TIN PLATES— specially adapted to the requirements of the canni d packing industries. ic KS Tf qanNERSS BOARD 

We also manufacture Black Sheets, Galvanized Sheets, Terne Plates, and Siding 

Products, unexcelled for the construction of sheds, factories, warehouses, etc. Write for full information. a TT AME = 7 

EET AND TIN PLATE COMPANY, General 


Offices, Frick Bidg., Pittsburgh, Pa. Specify “AMERICAN” brands 


We have 100,000 107 Ib. plate 
ROUND REINFORCED FIVE GALLON 


PULP CANS 


August and September delivery 


No 
better 
PULP 

CAN 
made 


Also Headquarters for SOLDER, FLUX & SUPPLIES 


For Information Write 


THOMAS F. LUKENS’ COMPANY 
238 N. Fourth St. Philadelphia, Pa. 


Society 
Women 
must 
take 
their 
chances! 


Women's Societies and 
Clubs may be on your 
pay-roll! 

While vouare not kow- 
towing to ANY em- 
ployee—isn't this just 
the time to equip your 
From the stand point of 


factories with MODERN all steel stools? 
economy, as well as neatness, —, 
stools will pay dividends. Take No. 40 ‘ | 
—the style illustrated. Neat, comfort- 
able,very strong, all steel. Turn the  GlZ2téidgeidi7re 
hose on it. Kept sanitary easily. No. 440 is the same but with back. 
No. 4 lacks the diagonal braces—otherwise the same. And No, 4¢ is 
No. 4 with back. Many other styles—some with hardwood seats. 
Get our Stool Bulletin. 
ANGLE STEEL STOOL CO., Otsego, Mich. 
Represented among the canning trade by— 
S. O. RANDALL'S SON - - Baltimore, Md. 
The SPRAGUE CANNING MCHY. CO. - - Chicago, Ill. 
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pee ESTABLISHED 1864 | Be 


FIVE GALLON 


Cap Hole and CANS Both Styles the 
Open Top (Sanitary) very best obtainable 
LARGE CAPACITY: Unexcelled Shipping Facilities—Rail and Water 


pee W. W. BOYER & CO., MD. 


FirRsT FIRST 


MAIERS FOR RUSTY CANS 
Also, colored ag for all 

CAN swells, rusties’’, 
JOHN G. MAIERS’ SONS 


H. D. DREYER & CO., Inc. 


MANUFACTURERS 


BOXES and BOX SHOOKS for the CANNER 


ALICBRANNA AND SPRING STREETS, BALTIMORE 


CANNING MACHINERY 


FOR 


CORN—PEAS—TOMATOES—PULP—ETC. 


A. K. ROBINS & COMPANY 


BALTIMORE, MARYLAND. 


116 MARKET PLACE 


. 
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BALTIMORE, MD. 


SEATTLE MARKET 


England promises to take but half the amount of previous 
years—This applies to market purchases, but not 
the army supplies—Fish running better— 
Packers of fruits meet to assist the 
Government. 


Reported by Telegraph. 


Seattle, July 13, 1917. 

Salmon.—The outstanding feature of the past week’s sal- 
mon market was the receipt of quite definite and authoritative 
information from England that the 1917 importations of can- 
ned salmon from the United States will be limited to 50 per 
cent of the quantity taken into the United Kingdom during 
1916. Information very similar to this came to the Northwest 
some three or four months ago, but it was not considered posi- 
tive. Since then a good deal of negotiating and communicating 
has been in progress, and as a result it can now be stated posi- 
tively that the British Government at present intends to limit 
the purchase of canned salmon to 50 per cent of last year’s 
importations. The date, February 24, 1917, has been selected 
by the British Government as the official closing of the 1916 
season on salmon importations and estimates from figures at 
its disposal that approximately 3,000,000 cases of canned sal- 
mon was imported from the United States and Canada during 
the twelve months preceding. Seattle packers know that at 
least 600,000 cases of canned salmon originating in this sec- 
tion was afloat en route to the United Kingdom on February 24. 
They are wondering if this cannot be included in the 1916 im- 
portations. Under the plan worked out by the British officials 
importers in England will be given licenses or permits to bring 
in half of the amount of canned salmon they handled during 
1916. A check on the importations of each importer will be 
kept through the records of the customs office. 


The regulations referred to above apply only on private 
importations and not to purchases made direct by the Army or 
Navy. The general practice, however, has been for the salmon 
stocks wanted for Army or Navy rations to be bought through 
private companies or individuals in England. Herein lies the 
hope of Pacific Coast salmon packers. The packers trust that 
the Government will see fit to buy direct, in which event the 
exports to England would be increased very materially. The 
importations will be made in equal quantities from British Co- 
lumbia and the United States. 

As a result of the 50 per cent ruling, salmon shippers are 
now able to know definitely that the shipment to England will 
be at least 1,500,000 cases, for there will be no difficulty in 
selling that much abroad. In fact, if the books of brokers and 
packers could be seen, undoubtedly the fact would be revealed 
that sales in this channel have already passed the million and 
a half case mark. While the distribution will not be as heavy 
in England as had been anticipated, still packers have no doubt 
whatever but that they will be able to dispose of all the fish 
that can be packed and at good round prices. 


Fish have been running better in Puget Sound during the 
past week and all indications are now that the season will 
measure up to expectations, although the matter is not a fixed 
science by any means. In any event, silver salmon are coming 
up the Strait in steadily increased numbers, which is a pretty 
good indication that the sockeyes will follow. Most Puget 
Sound plants have been getting enough fish to operate can- 
neries every other day. 

C. E. Flye, general freight and passenger agent of the 
Pacific Steamship Company, is just back from an extended 
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Alaska trip, on which he visited many salmon canning points. 
He reports that the outlook in the North is very bright. He 
stated that the fish have been running well, but that still 
heavier runs are expected. The fishermen are obtaining rec- 
ord-breaking prices for the raw fish. 


The steamship Northland has just arrived from South- 
eastern Alaska, having on board 10,000 cases of canned sal- 
mon, which was at once loaded out for rail shipment East. It 
is esimated that 50,000 cases of salmon will reach Seattle from 
Alaska during the next thirty days. 


Fruits.—A meeting of Northwest fruit canners was held in 
Seattle last week to consider plans for assisting the Govern- 
ment in obtaining a supply of canned fruits and vegetables. 
The meeting was called by W. H. Paulhamus, president of the 
Puyallup & Sumner Fruit Growers’ Association. Mr. Paul- 
hamus stated at the meeting, which was held at the Chamber 
of Commerce, and was well attended, that the success of the 
war depends in no small measure upon the food supply avail- 
able, and that for that reason packers should co-operate to the 
fullest possible extent. He stated that even though packers 
have contracted for their entire 1917 pack, these contracts 
should not stand in the way. of placing the pack at the disposal 
of the Government, even at a lower price than could be ob- 
tained from individual purchasers. His sentiments were con- 
curred in by the packers present. A committee was named to 
find out what the Government requires, if anything, and to ar- 
range for getting this stock into the hands of the Government 
most expeditiously. 


Strawberry canning is now at its height in Western Wash- 
ington. Late rains did the crop a world of good and it looks 
now as though the pack would assume large proportions. 
Henry Huff, fruit examiner of Pierce county, states that he has 
never seen the berries in such good condition. He expresses 
the prediction that the crest of the season has just passed. 
The canneries are taking all the berries they can get at a maxi- 
mum of $1.00 per crate. A good many surplus berries are 
bought daily on the Seattle market by canners. 


“SALMON.” 


(Tom Bee in The Baltimore Evening Sun) 
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You don't have to figure 


on a stock of extra rolls for .- 
the Invincible. The ones on 
the machine last for years. 


The price of New Rubber 
Rools, times number needed, 
soon equals the cost of a 
machine, with all steel rolls. 


That’s the Invincible. 


INVINCIBLE GRAIN CLEANER COMPANY 
SILVER CREEK, N. Y. 


Pacific Coast Distributors:—Berger & Carter Co., 17th and Mississippi Sts., San Francisco, Cal. 


THE 


We are now in position to accept 
orders for packers’ cases in limited 


quantities, for prompt delivery. 


THE BALTIMORE BOX & SHOOK CO., 


BALTIMORE - MARYLAND. 
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PERIL IN FOOD LAW DELAY 
EXPLAINED. 


BY H. C. HOOVER. 


In order to let the country know how serious and far- 
reaching the consequences may be, both to the farmers of the 
country and to the consumers, of the present delays in passing 
the pending food legislation, the President today authorized 
the publication of the following letter from Food Administrator 
Hoover: 

“July 10, 1917. 

Dear Mr. President: In response to your request I send 
you herewith the following notes compiled by myself and my 
associates upon the present situation with regard to wheat: 


1. The 1917 harvest promises to yield 678,000,000 bush- 
els. The normal international consumption and seed require- 
ment (assuming a carry over of same volume in 1918 as in 
1917) amounts to about 600,000,000 bushels, thus leaving a 
theoretical export balance of 78,000,000 bushels. The con- 
servation measures are already having a marked effect and it 
is not too much to hope that the national saving may be 80,- 
000,000 to 100,000,000 bushels, and therefore the export bal- 
ance increased to, say, 158,000,000 to 180,000,000 bushels. 


Results of Speculation. 


2. The experience this year in the rampant speculation, 
extortionate profits, and the prospect of even narrower supplies 
than 1916 harvest and carry over, must cause the deepest 
anxiety. No better proof of the hardship worked upon our 
people during the past year need be adduced than the recita- 
tion of the fact that the producer received an average of $1.51 
per bushel for the 1916 wheat harvest, yet wheat has been as 
high as $3.25 at Chicago, and the price of flour has been from 
time to time based upon this speculative price of wheat, so 
that through one evil cause or another, the consumer has suf- 
fered from 50 to 100 per cent and the producer gained nothing. 
After much study and investigation it is evident that this un- 
bearable increase in the margin between producer and con- 
sumer is due to not only rank speculation, but more largely to 
the wide margin of profit demanded by every link in the chain 
to insure them from the great hazards of trade in the widely 
fluctuating and dangerous price situation during a year when 
all normal stabilization has been lost through the interruption 
of world trade and war. All these factors render it vitally 
necessary to initiate systematic measures which will absolutely 
eliminate all possibility of speculation, cure extortionate profits 
and effect proper distribution and restriction on exports to a 
point within our own protection. These measures can not be 
accomplished by punitive prosecutions of evil-doers, but only 
by proper and anticipatory organization and regulation all 
along the distribution chain. 


3. During recent months the allied Governments have con- 
solidated their buying into one hand in order that they might 
relieve the burden of speculation from their own consumers, 
and as the restricted exports to neutrals are but a minor item, 
the export price, if not controlled, is subject to the will of the 
allied buyer, so that in a great measure the American producer 
is left to that buyer’s judgment and is without voice. Further- 
more, in normal circumstances United States and Canadian 
wheat is moved to Europe largely in the fall months, such ship- 
ments averaging about 40,000,000 bushels per month, and re- 
lieving a corresponding flow from the farms into the interior 
terminals. This year, owing to the shortage of shipping, the 
allied supplies must proceed over a large period of the year and 
will not during the fall months apparently average over 20,- 
000,000 to 25,000,000 bushels per month. We must, there- 
fore, expect a glut in our interior terminals during a consid- 
erable period. The financial resources of the grain trade are 
probably insufficient to carry this extra load without the help 
of speculators, and, moreover, the consolidation of practically 
all foreign buying in the hands of the allied buyer has further 
tended to diminish the resources of capital available by put- 
ting a number of firms out of business and limits the financial 
capital available in export trade. The net result of this situa- 
tion is that unless some strong and efficient Government action 
is immediately settled and brought into play the American 
producer will face a slump in wheat, and in any event the price 
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of export wheat will be dictated by a single agency, and the 
American consumer will be faced with the situation that a 
large part of the essential breadstuff has passed into the hands 
of speculators, for some one must buy and hold not only the 
normal flow from the farmer, but this probable glut. 


Activity of Mills to Diminish. 


4. With great reduction in the consumption of wheat 
bread, now fortunately in progress, the employment of our 
mills must be greatly diminished, and with the reduction of 
domestic flour production and our daily feed from wheat, resi- 
dues will be greatly curtailed. Therefore, we must induce for- 
eign buyers to accept flour instead of wheat. 


5. In order to do justice to the producers who have shown 
great patriotism in a special effort to increase production in 
1917 and to further stimulate the efforts of 1918, it is abso- 
lutely vital that we shall protect the farmer from slump in 
price this year, due to a glut as above or from the uncontrolled 
decisions of any one buyer. I am informed that most of the 
allied countries have fixed the price of wheat to the farmer at 
$1.80 per bushel, and many of their producers believe that as 
allies it is our duty to furnish wheat at a price which delivered 
to them will not exceed their domestic price; in other words, 
about $1.50 per bushel, Chicago. Neither their responsible 
officials nor I hold this view, because I consider that the stimu- 
lation to production, if no other reason, is in the long run in 
the interest of the allies. There is, however, a limit to price 
which so trespasses upon the rights of the consumer as to de- 
feat its own object through strikes, rises in wages, and social 
disturbances in the country. It is with the view to finding a 
solution to these problems, filled with the greatest dangers to 
both our producers and consumers, that legislation has been 
proposed and pressed for speedy enactment. 


Many Plans Considered. 


6.. The proposed food administration has conferred with 
many hundred patriotic men engaged in production and distri- 
bution and has investigated the condition of the consumers in 
many centers as well. Many plans have been tentatively put 
forward and abandoned and others have been developed, but, 
in any case, none has or can be settled until legislation has 
been completed Three facts stand out plainly enough from 
our investigations: First, that in this situation the farmer 
will need protection as to the price of wheat, and, second, that 
large masses of people in the consuming centers are being 
actually undernourished today, due to the exorbitant cost of 
living; and these conditions, unless some remedy be found, are 
likely to repeat themselves in even more vicious form at this 
time next year; third, the speculator, legitimate or vicious, has 
taken a large part of the money now being paid by the con- 
sumer. 

7. It seems to be overlooked in some quarters that the 
marketing of this year’s wheat is surrounded with circum- 
stances new to history and that the old distributing safeguards 
are torn away by isolation from the reciprocal markets abroad 
and the extinction of a free export market and free export 
transportation. The harvest has begun to move, and from 
these very causes the price of wheat has begun to drop; and if 
the farmer is to sell his wheat either the speculator must re- 
turn to the market to buy and carry not only the normal flow 
from the farmer in excess of domestic and foreign require- 
ments, but also the glut due to the restriction upon the outlet 
to the latter. He must necessarily charge his toll to the pro- 
ducer and the consumer, and this latter probably upon a more 
extensive scale than last year, as his risks will be greater. 
Practically, the export buyer must fix his own price for export 
wheat from the sole outlook of his own clients, and in execu- 
tion of his duty he will, in all normal circumstances, follow the 
market down by buying only his time-to-time requirements, a8 
he can not be expected to carry the load of our domestic accu- 
mulation. Or, on the other hand, the Government must buy 
the surplus wheat at some reasonable minimum price, allowing 
the normal domestic trade of the country to proceed with 
proper safeguards against speculation. Nor would the services 
of the speculator be necessary, for the Government should be 
able to stabilize the price of wheat without his assistance and 
can control the price and quantity of export wheat. We are 


practically helpless to safeguard either the farmer or the con- 
sumer until the pending legislation is passed. 


HERBERT HOOVER.” 


CROP NEWS. 


Bits of News and Information of Interest, Gathered From 
Various Sections for the Consideration of ‘The Canning 
Trade’ Readers—Do Your Bit! Send a Report. 


Columbus, Wis., July 9, 1917. 
We commenced to run regularly last Thursday, July 5th, 
and our peas are all of good quality, but the pods are short 
and not well filled, which will have much effect upon the 
quantity. We are not far enough into the pack to venture a 
definite opinion on results, but fear the pack will not exceed 
75 per cent of normal, unless the later plantings show better. 
THE COLUMBUS CANNING CO. 


Canton, Ohio, July 9, 1917. 
We have no canning crops of any kind under contract this 
season. CANTON CANNING CO. 


Clyde, Ohio, July 9th, 1917. 
The cherry crop here is 50 to 60 per cent of normal; crop 
is now coming in, quality fine. Cabbage crop is two weeks 
late; fine stand; about 70 per cent of normal acreage. Had 
fine rain Saturday; stands are even and of good color, but two 
or three weeks late. W. W. WILDER. 


Cazenovia, N. Y., July 5, 1917. 
The pea crop here has been badly hit on account of the 
continued rains; doubt if we will have 50 per cent of a normal 
pack. Beans are looking well now; corn is very late, but a 
fairly good stand. CAZENOVIA CANNING CO. 


Cohocton, N. Y., July 6, 1917. 
We cannot give a favorable report on crop conditions. The 
frequent rains have damaged our pea crop to such an extent 
that we expect only about a 50 per cent crop of peas. Corn is 
in the same boat with peas. If weather conditions change at 
once, we wiil have a fairly good crop of beans. 
COHOCTON CANNING COL 


fast Pembroke, N. Y., July 9, 1917. 
Everything is late. Expect a 75 per cent pea crop. We 
have a short corn acreage on account of continued rains. 
Spring spinach was fair. String beans look well. Apple pros- 


pects are very poor. 
EAST PEMBROKE CANNING CO. 


North Girard, Pa., July 5, 1917. 
Cold, wet weather has damaged our acreage and crop 
prospects are for not over 40 per cent of normal. July 5th, 
with crop prospects as at present, is very discouraging. A 60 
per cent pack is, I believe, all we can expect. 
GIRARD CANNING CO. 
Bridgeton, Pa., July 10, 1917. 
The tomato and corn crops in this section are looking 


good and the acreage is about the same as in 1916. 
R. B. HYSON. 
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Hopewell, N. J., July 7, 1917. 
Replying to yours in regard to crop conditions: Plants 
were set later than usual, starting fairly well. About the nor- 
mal acreage has been set out. 
HOPEWELL VALLEY CANNING CO. 


Egg Harbor City, N. J., July 9, 1917. 
The tomato crop up to the present writing is in excellent 
condition; if nothing happens, will have large crops. 
HARRY MAY & CO. 
Bridgeton, N. J., July 10, 1917. 
Tomatoes are late; they were all planted late and the 
plants are so small no one can guess what the crop will be. 
CLINTON B. AYARS CANNING CO. 


Lambertville, N. J., July 10, 1917. 
The tomato acreage here is about 75 per cent of normal. 
Plants are doing well, but are two weeks late. 
MORRIS CANNING CO. 


Rehokjoth, Del., July 6, 1917. 
The prospects for a good crop of tomatoes in this section 
are very good. If everything continues favorable we ought to 
have a bumper crop. Farmers report that the condition of 
plants is better than ever. ATLANTIC CANNING CO. 


Frankfort, Del., July 10, 1917. 
The tomato acreage is very much larger than in any pre- 
vious year. The plants were set out late, owing to the late 
Spring, but prospects look good for a big crop. 
BENNET & CAREY BROS.. CO. 


Buchanan, Va., July 8, 1917. 
We are needing rain badly; all crops are already delayed 
considerably. About one-fifth of the tomato crop is not yet 
planted; that which is planted is not doing well. I am fixing 
to can a bunch bean this week; the crop is only about one-half 
of normal, and may be worse if we don’t have rain in a few 
days. I find conditions the same at my Buena Vista factory. 
W. P. BARLEY. 
Bedford, Va., July 9, 1917. 
The crop conditions in our vicinity at present are very 
good; indeed, the outlook for a 100 per cent crop is better than 
it has been for seven years. All vines are well worked, clean 
and have plenty of tomatoes on them. We are expecting an 
early crop and a long season. BROWN & CARPER. 


NOTE.—Regarding the two last communications, which 
seem contradictory, both letters are undoubtedly good, true re- 
ports, for Bedford City is in Bedford county, which is at the 
Eastern foothills of the Blue Ridge Mountains, while Buchanan 
is on the Western side of the mountains, in Botetort county. 
There is only a difference of about sixty miles, but weather 
conditions are seldom the same.—KEditor. 


(Continued on Page 31, Column 2) 


Tomato Pulp Machinery Can Be Kept Clean By Using 


Cleaner and Cleanser 
The Best Ever for Cleaning Copper Coils, Etc. 


A. K. ROBINS & CO. 


BALTIMORE, MD. 
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Wanted and For Sale. 


This is a page that must be read each week to be appreciated. You are unlikely to be interested every week, in 
what is offered here, but it is possible you will be a dozen times in the year. If you fail to see and accept 
your opportunity your time is lost, together with money. 


Rates upon application. 


For Sale—Machinery. 


For Sale—Miscellaneous—Contd. 


FOR SALE—One (1) style C Wonder Cooker for 
No. 10 cans, in first class condition, having been used two 
seasons. Only reason for selling—replacing same with larger 
capacity machine. Address Box A-409, care The Canning 
Trade. 


FOR SALE—One King tomato plunger. made by 
Ayars; in good working order. Address Edgar F. Hurff, 
Swedesboro, N. J. 


FOR SALE—One Haller fruit washer. 
H. Dulany, Fruitland, Md. 


Address John 


FOR SALE—In good condition, at prices considerably 
under prevailing market values: 

Two (2) New York sweet potato peelers. 

One (1) Burt labeling machine, adjustable. 

Two (2) Colbert rotary tomato fillers for sanitary or 
cap cans. 

Make me an offer. Address L. W. W., 411 Continental 
‘Trust Bldg., Baltimore, Md. 


FOR SALE—One style A steel frame Monitor Blanch- 
er, just rebuilt with new tank, top, and complete inside 
cylinder, making it as serviceable as a new machine. Address 
Box A-412 care The Canning Trade. 


FOR, SALE—One Hubble cyclone pulp machine; one 
Kern finishing machine ; two 225-gallon, one 175-gallon, one 
75-gallon ‘and one 10-gallon lined copper steam jacketed 
kettles; three M. & S. model M Corn cutters; one Monitor 
string bean cutter new; one exhaust box complete for No. 3 
cans; one German pattern kraut cutter; one M. & S. corn 
cooker-filler, four pockets. All the above new in 1915, used 
one short season. Address The Leon Godchaux Co., Lim- 
ited, Napoleonville, La. 


FOR SALE—so Bu. Stowell’s Evergreen Seed Corn; 
50 Bu. Country Gentleman Seed Corn; One Cypress Cool- 
ing Tank, 3 ft. 6 in. by 18 ft., complete; One Worm Gear. 
One 8-horse power horizontal steam engine, centre crank, 
O. & S. pattern, in good condition. 
Address H. P. STRASBAUGH, Aberdeen, Md. 


For Sale—Miscellaneous. 


FOR SALE.—One cast iron pressure kettle, holds 
about 300 cans, with two crates. Address N. J. Har- 
ward, Curve, Tenn. 


FOR SALE—Fifty bags (about 800 bushels) curled 
beechwood shavings, for vinegar generators. Above 
shavings are all No. 1 new stock, packed in 16-bu. bags. 
Address The Jenkins-Kirby Packing Co., Wilkes-Barre, 
Pa. 


FOR SALE—A limited quantity of our short blade 
I. Z Peelers at $1.25 per doz., or $13.50 per gross, while 
they last. Wire your orders. Cost advancing daily. Best 
in world for tomatoes. Absolutely no waste. Hands de- 
lighted with them. Satisfaction guaranteed or money re- 
funded. Shearman Mercantile Co., Indianapolis, Ind. 


FOR SALE.—We offer, subject to being unsold, the 
following used machinery, all in condition and ready for 


use: Cost to Our 
Articles for Sale. replace. price. 
One blower (root)...................$125.00 $20.00 
Two Renneburg pea graders, each.... 350.00 75.00- 
Two pineapple slicers, Zastrow, each.. 250.00 75.00 
One stencil cutting machine, Bradley... 75.00 50.00 
One well dump, 6x36, brass lines, 


Lot of assorted labels, with net weights. 
Address P. O. Box 554, Baltimore, Md. 


dition and price. 


FOR SALE—25,000 %-brace baskets. Address W. E. 


Robinson & Co., Belair, Md. 


FOR SALE—New modern building and equipment 
of Pickman’s liquid chocolate factory, and five acres of 
land at Pawling, N. Y. Sterilizers, Homogenizers, Filt- 
ers, tanks and kettles. Address Wm. D. Davies, 487 
Broadway, New York City. 


Wanted—Miscellaneous. 


WANTED—Knapp labeller for No. 2% or No. 3 size 
cans; must be in first-class condition. Give full details 
and lowest price. Address Quality Canners, Ltd., Wind- 
sor, Ont., Canada. 


WANTED-—Standard 8-foot oyster cars. State age, 
condition, tread of track, and price. Address Box A-41]1, 
care The Canning Trade. 


WANTED—A second hand hoist. either Harris or 
Hawkins, and 50 to 75 feet of track. Give particulars, con- 
Address The Winorr Canning Co., Circle- 
ville, Ohio. 


WANTED.—One peach peeler. 
any liability, for suit or otherwise. 
pulp finishing machine. 
and price of each. 
Ulster Co., 


Must be free from 
Also a catsup or 
State kind, capacity, condition 
Address P. O. Box 435, Highland, 
N. Y. 
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EMPLOYMENT EXCHANGE. 


Paid subscribers may use this column free, for securing 
either Positions or Help. It is conducted for the benefit of 
subscribers; we WANT you to make use of it whenever and 
as often as you wish. But advertisements will NOT be carried 


more than ONE MONTH unless special request is made. Non- 
subscribers will be charged for the use of this column. 
When answering advertisements “care The Canning 


Trade,” write only the BOX NUMBER on the envelope (in 
the lower left-hand corner); put a two-cent stamp on as usual, 
then place it in another envelope and address same to The 
Canning Trade. We will re-mail it to the advertiser. 


HELP WANTED. 


HELP WANTED—An experienced man as Foreman of a 
new tomato cannery, fully eqipped with modern machinery; 
must be reliable and able to produce results; position open for 
prompt acceptance; write, giving full information as to experi- 
ence, habits, salary expected and references. Address B-415, 
care The Canning Trade. 


HELP WANTED—Man who understands jelly, preserve 
and fruit butter manufacturing; middle aged man preferred. 
A steady, good, position for the right party. Address Box B- 
407, care The Canning Trade. 


HELP WANTED—Expert closing machine operator on 
Canco machine, at Batterton, Md., August 1st to close of sea- 
son; plant handling only tomatoes for concentrating; one size 
can only; prefer one having experience on nickel milk cans; 
living quarters furnished free in cottage. Apply immediately, 
stating salary desired and previous experience. Address Room 
411 Continental Building, Baltimore, Md. 7C 


HELP WANTED—Man who can operate a Panama clos- 
ing machine, or who can learn to operate one in short time; 
also a good manager of a tomato cannery, and of good habits; 
a good position for the right party. Address Girdletree Pack- 
ing Co., Girdletree, Md. 6C 


HELP WANTED—Competent mechanic and machinist to 
set up, arrange and look after the machinery and equipment of 
a modern canning plant. Not necessary to know how to pack 
foods, but must be an experienced machinist who will keep the 
equipment in proper running order. Good permanent position 
for such a party. Address Box B-4138, care The Canning Trade. 


HELP WANTED—tThoroughly competent tomato pulp 
maker; must be sober and reliable; can begin work at once. 
Address, with references, The Royal Packing Co., Windfall, 
Ind. 7B 


SITUATIONS WANTED. 


POSITION WANTED—By a competent man, as superin- 
tendent of a canning factory; am experienced in canning beans, 
tomatoes, okra, kraut, etc.: will furnish best of references. 
Address Box 186, Fort Meade, Florida. ; 


POSITION WANTED—As superintendent-processor, ma- 
chinist or field man with concern where ability and faithful 
service will be recognized and rewarded; practically a lifetime 
experience: Agricultural College education, 35 years of age; 
married and strictly temperate. Address Box B-414, care The 
Canning Trade. 


POSITION WANTED — Experienced cannery worker 
wishes employment, year-round work. In replying mention 
D. W. R. soldering, and P. W. R. box nailing; box work pre- 


ferred. Address T. J. Bryan, 1301 Alberta Ave., Dayton, 
Ohio. 7B 


POSITION WANTED—As office manager, superintendent 
of factory or salesman, by one who thoroughly understands 
how to pack all lines of oysters, fruits and vegetables; who has 
sold canned foods all over the United States, knows the char- 
acter of goods used in the different sections; can buy raw ma- 
terial, handle help, and has had years of practical experience; 
desire to connect with some canner who has need of one who 
will show results. I prefer connecting with a canner who wants 
to build his business; satisfactory references will be furnished. 
Address Box B-408, care The Canning Trade. 
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(Continued from page 29.) 


Central Lake, Mich., July 10, 1917. 
Our canning crops are pretty late; seem to have a fair 
stand,but have not had the proper weather to stimulate growth. 
It will take a lot of good, hot weather to make an average 
crop of corn. Beans are looking fairly well, and with favorable _ 
weather conditions from now on, should make a better crop 
than we have had for several years. But it does not take much 
to spoil the crop. Other crops are reported fair, but late. 
CENTRAL LAKE CANNING CO. 
Cokato, Minn., July 9, 1917. 
The corn crop is very backward on account of the cold, 
dry weather. Have had some rain lately, but we need warm 
weather and hot nights. With favorable weather and late 
frost will have about 75 per cent of a normal crop. 
COKATO CANNING CO. 
Fairport, N. Y., July 11, 1917. 
There are practically no white cherries in this section this 
season. The outlook for sour cherries, taking all varieties into 
consideration, is for 30 per cent of a crop. We understand 
Ohio will have 60 per cent of a crop, and Michigan about 40 
per cent. The weather we have had all spring has been any- 
thing but ideal for fruit. We have just started packing Alaska 
peas, and the quality is exceptionally fine. We thought two 
weeks ago we would have about 75 per cent of a crop, but it 
now looks as though it will reach 80 to 85 per cent. The rasp- 
berry crop will probably be about 60 per cent of normal; the 
pear crop will be about 50 per cent, but the apple crop will be 
very light. COBB PRESERVING CO. 


Angola, N. Y., July 11th, 1917. 

The crop conditions in this vicinity are very poor, owing 

to the extremely heavy rains all season. We have the prospects 
of about half the normal yield. ELLIS CANNING CO. 


Salem, N. J., July 10, 1917. 
At the present time the tomato situation looks very favor- 
able for a full crop. The vines, while perhaps a little later 
than usual, are very healthy and growing fast. There is a 
larger acreage than usual. We are now having more rain than 
is needed, but if this rainy weather does not continue too long, 
the tomato condition here will be good. 
SALEM CANNING CO. 
Lowry, Va., July 10, 1917. 
The crops are in but poor condition here; we need rain 
very badly. We have a fairly good acreage set out, but they 
must have rain shortly. JOHN H. BYRNE. 
Bedford City, Va., July 11, 1917. 
Our crop of tomatoes is looking good, but some of them 
were planted late. Our prospects are good for a normal pack. 
ROCK SPRING CANNING CO. 


FREIGHT RATES & SHIPPING NEWS 
— BY — 
Herbert Sheridan, 7raffic Manager 


THE CANNED GOODS EXCHANGE OF BALTIMORE 


Tariffs supporting the application of the carriers for 15 
per cent increase in freight rates, July 1st, have been sus- 
pended by the Commission until October 28th, 1917. 


The Eastern trunk lines are, however, authorized by the 
Commission to file, on five days’ notice, class rate tariffs set- 
ting forth increased rates on a basis as prescribed in the Com- 
mission’s order. 

This increase will, in the average, be equivalent to 15 per 
cent. 

Inasmuch as the order of the Commission contains certain 
provisions for the disposition of fractions, we will not be in 
position to determine what the rates between common points 
will be until tariffs are received from the carriers} 


Supplemental Order was entered by the Commission on 
July 2nd, in Docket No. 6606, authorizing the Southern Pacific 
Company to change on one day’s notice rates on commodities 
transported as all-water shipments between New York and New 
Orleans, and New York and Galveston, provided that under this 
permission no rate shall, on less than statutory notice, be made 
higher than the rates in effect on the date the order was issued, 
namely, July 2nd. 


= 
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prices represent the general market at this date. 


Baltimore figures corrected by these Brokers: 


(*)H. H. Taylor & Son. 
CANNED VEGETABLES 


ASPARAGUS*—(California) Balto. 
5 No. 2% White Mammoth..$3 25 
“Green, 
4 Pe White, Large.. 2 75 
White, Medium... ...... 
White, Small _.. ...... 
éi i Tips White, Sq.... 2 65 
Green, Sq.... 2 45 
** Rnd..... 145 

BAKED BEANSt-No. 1, Plain.............. Out 

1, In Sauce........ Out 
cs) 


BEANSt—No. 2, Refugee, Size 1, Whole ...... 


“ ‘* String, Standard Green 95 
“ Cut White 1 00 
“ 10, 5 00 
a White Wax Standard % 

Red Kidney, Stand... ...... 
BEETSt-—No. 
Medium, 


CORNI—No. 2, Std. Evegr., f.o.b. Balto. 1 70 
“Std. Ever., f. 0. b. Co.... 1 70 


 $td. Shoepeg f. 0. b. Co. 1 70 
 Std.Shoepeg f.o.b.Balto. 1 70 
 Ex.Std.Shoepegf.o.b.Co. 1 70 
Ex.FcyShoepegf.o.b.Co. 1 75 
se ‘* Std. Maine Style Balto. 1 75 
= $td.MaineStylef.o.b.Co. 1 75 
“Ex. Std. Maine Style..... Out 
“Fey. Mn. Style f.o.b. Bal. Out 
“Fancy f.o.b. County...... Out 
Extra Std. Western........ ..... 
“ Standard Westerm......... ...... 


3, Standard, Split......... 1 10 
MIXED VEGETA- 2—12 Kinds... 
BLES FOR SOUPt .63 


OKRA AND} No. 2 Standard 

TOMATOES{S “ 3, 

PEAS!—No. 2, Early June Stand 
‘** Ex. Stand. Early Junes 1 25 


= 1 40 
“Extra Fine Sifted.. 1 70 
Early June Seconds...... 110 
= No. 1, “ Standard... 80 
3 ‘Extra Sifted 1 15 
“Fancy Petit Pois 
PUMPKINI—No. 3, Standard............... 
* 
3, Squash....... 


SAUERKRAUTI—No. 


SPINACH!—No. 3, Standard...... 
10. 


(t)Thos. J. Meehan & Co. 


CANNED VEGETABLE PRICES—Continued. 


SUCCOTASHI—No. 2, Green Beans...... Out 
#4 , With Dry Beans Out 

Out 
SWEET POTATOESt- No. 3, Jersey........ 


“ Std.f.o.b.Bal. 1 40 


Std. f.0.b. Co. 1 40 


“ 10, Std.f.0.b.Co 5 00 
TOMATOESt- No. 10, Fancy, f.o.b. Bal. Out 


Jersey, “ Fac’y ...... 
Stand., ‘* Bal... 6 50 
Stand., “ Co..... 650 
“3, Sani. 5% in. cans ...... 
Jersey, f.0.b. Co... Out 
Ex. Std., “ Bal. 2 08 
Stand, “ “ 185 
Stand, “ Co.1% 
Seconds, Bal. 1 70 
Stand., “ Co... 1 45 
Seconds, Bal. 1 80 
TOMATO PULP}]-No. 10, Standard....... 5 00 
CANNED FRUITS 
APPLES—No. 3, New York................. .... 
APPLES!-No. 10, Maryland, f.o.b. Co... 
10, f.o.b. Bal. Out 
APRICOTS—No. 2%, Cala. Stand........ ...... 
BLACKBERRIES§—No. 2, Standard... 1 00 
** 2, Preserved... ...... 
“2, In Syrup.... 1 35 
BLUEBERRIES$—No. 2. Standard...... Out 
“10, New Jersey... ...... 
BLUEBERRIES—No. 10, Maine... 
2, Maine 
CHERRIES$—No. 2, Seconds, Red......... Out 
‘i White... . Out 
Red 
White 
Red 


PEACHES*—No. Cal. "Stand. L.C... 1% 
PEACHESt—No. 1, Ex. Sliced Yellow Out 
2Standard White..... Out 


Ex.” 
Seconds, White...... "Out 
ca No. 3, Standards, White. Out 
Yellow ...... 
Selected, Yellow..... ...... 
Seconds, White...... Out 
Pies Unpeeled........ ...... 
No. 10, Unpeeled........ ...... 
PEARSt—No. 2, Seconds in Water........ ...... 
in Syrup...... Out 


3, Seconds in Water........ ...... 


N. Y. 


(+)T, G. Cranwell & Co. 
New York prices cerrected by our special Correspondent, 


CANNED FRUIT PRICES—Continued. 


CANNED FOOD PRICES 


Prices given represent the /owest figure generally quoted for lots of wholesale size, usual terms f. o. b. 
shipping station (unless otherwise noted) and subject to the customary discount for cash. 
canners get higher prices for their goods; some few may take less for a personal reason, but these 


**** Many 


(§)E. C. Shriner & Co. 


. Balto NY 
PEARSt—No. 3 Standards in Water..... Out Out 
PINE- No. 2, BahamaSliced Extra 150 150 
APPLE*- “ ~ Grated “ 150 155 
“Sliced “ Std.140 1 40 
‘ij Grated" “ 130 132% 
2%, Hawaii Sliced Extra 240 250 
22 
“ Extra ls 200 
“  Stand.150 185 
“Grated Extra 160 1 60 
“Stand. 1 45 145 
Shredded Syrup........ 5S 53 
“10, Crushed Water......... 4% 47 
Eastern Pie Water....1(0 
RASPBERRIES$—No. 2, Black Water..1 20 Out 
Black Syrup. Out Out 
“10, Black Water.. Out 127% 
STRAW- No. 2, Ex. Stan. Syrup.....145 Out 
BERRIES§— “ Preserved.............. 160 Out 
Extra Preserved....1 80 Out 
Standard............... 16 #1455 
“1, Extra Preserved 110) 
106 16 
10, Standard Water......700 72 
CANNED FISH 
HERRING ROE*—No. 2, Standard....... 
LOBSTER®—%4-Ib. 290 
OYSTERS§— 5-oz. Standards... % 
4-072. 90 
10-02. Out 
8-02. Out 
6-02. Selects............ Out 
SALMON —No. i, Sockeye, Tall Out 
Out 
“4, Red Alaska, Tall... .... 2 65 
“1, Cohoe, Tall Out 
Out 
Out 
= “1, Pink, Tall 1 80 
1, Columbia, Tall Out 
310 
* 1% 
‘3 Medium Red, Talls... ...... 215 
SHRIMP§—No. ~ Wet or Dry............ Out 230 
CANNERS’ METALS 
5toltons 1 to 4 tons 
PIG TIN—Btraite..............0000cccc000 62 75 62 7. 
PIG LEAD—Omaba or Federal... 10 924 11 0 


%x% 9x10 8x10 
33 


SOLDER—Drop and Bar...... 40 39 
Wire Coil............ 40 39 38 
me Wire Segments... 40 39 38 
TIN PLATES F. O. B. MILL 
14x20, 107 Ibs., Base Coke Tin Plate............::0:+ 8 00 
44x20,100Ibs., Coke Tin 18 


N.Y. 
Out 
Out 
2 1 40 
270 Out 
245 
a 2 60 Out 
2 30 Out 
et 2 65 5% 
Out 
out 
Out 180 
= 1 50 
Out 
Out 1 40 
Out 
Out 
Out 
Out 
Out 
95 
ue 6 50 
: : Out 
5 30 100 
Out 3 85 
Out 10 
Out 
155 Out 
Out 
Out 205 
Out 1 02'2 
Out 5% 
Out Out 
Out Out 
; 1 40 
Out 
1% 13 
Out 
Out 
Out 5 50 
GOOSEBERRIES§—No. 2, Stand...........100 102% 
115 - 5 25 
Out 
Out Out 
13 
135 Out 
150 Out 
1% Out 
Out Out 
Out Out 
Out Out 
Out Out 
Out Out 
eae Out Out 
1 55 112% 
3 50 Out 
145 3% 
1g 1% Out 
515 5 75 


without notice. 


SANITARY CANS 


No. 2 Diameter x 4 in. high................ hekeceensaspncese 25.25 per 
No. 9 (No. 2 Diameter x 3 5-16 in. high)................ 24.75 per 
HOLE AND CAP CANS 
Opening 
No. 2 Diameter x 4 in. high, 1% in. opening........ 23.00 per 
No. 9 (Diameter x 8 5-16 in. high, 144 in. opening) 22 50 per 
No. 2% 2 1-16in...... 31.00 per 
SOLDER HEMMED CAPS, WITH CANS 

1% in : 


THE CANNING TRADE 


American Can Company Can Prices 


Baltimore, April 16th, 1917. 
American Can Company announces the following prices for 
Packers Cans, Bulk Carloads, f. 0. b. shipping points, effective 
April 16th, 1917, subject to its confirmation and subject to change 


m. 


AMERICAN CAN COMPANY. 


Continental Can Company, Inc. 
will quote prices on Cans on 
application. 


SANITARY CANS— Official Standard Sizes 
4 


4% 
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As Brokers View The Market 


Latest information from many sections of the country 
as viewed by the leading Brokers—The canned food 
situation as IT IS—Reports mainly by wire. 

BALTIMORE, MD. 


Baltimore, Md., July 14th, 1917. 

President Wilson’s speech on last Wednesday, declaring, 
substantially, that it is the intention of the Government to be 
liberal, though not prodigal, in its purchases of supplies during 
the war, was reassuring, in a measure, to the canners. Out of 
the tiresome and unnecessarily long discussion of the food 
question in the Congress there will be evolved laws, or regula- 
tions that will clear the way for action by the canners along 
the lines that will produce the greatest good to the greatest 
number. Probably, the developments in Washington in the 


coming week will be of first importance to the canners and 
jobbers. 


Keen interest in the market is shown by everyone con- 
cerned in the trading in futures tomatoes; canners, jobbers and 
brokers alike. With the opening of the canning season of 1917 
close at hand we are all up in the air, so to speak, first as to 
the date of beginning work at the canneries; secondly, as to the 
approximate cost of canning, except by guesswork, and last, 
though not least, the almost unsolvable problem of farm labor 
and canning-house help. The labor problem must be left to 
work out its own answer, apparently. The cost of canning to- 
matoes this season puzzies all of us, up to this date 
anyway. As to the time for starting the real canning season 
one guess is as gooi as another, but the consensus of opinion 
just now is that the Maryland crop will not be ready for big 
work before the middle of August. Of course, some few raw 
tomatoes will arrive before then, which the Baltimore canners 
may get if the shippers do not over-bid them. Meantime oe 
is very little actual buying of futures. 


There was an active demand this week for spot deunaibean, 
and at the close today it looked like the market price may be 
higher next week for No. 3 standards. At the beginning of the 
week we offered them at $1.70 dozen, and very soon we re- 
ceived enough orders to absorb the entire offerings at that 
figure, then at $1.75, and now we are expecting enough buying 
to cover the meagre offerings at $180 dozen. 


Quite large buying this week of green string beans, white 
wax string beans and the high-class stringless beans attracted 
much attention, and the orders increased, both in size and num- 
bers, for all grades and sizes. The canning of the spring crop 
is about over, and the last pickings cannot affect the market 
prices. At present the market for them looks stronger ahead. 
With tomatoes, corn and peas in such strong positions, the con- 
sumers will very likely take up string beans to a larger extent. 


Peas continue to be active and the prices are firm to 
strong, as to grades and brands. The advantage of being able 
to make quick shipments helped greatly to market our new 
pack, and the shortage in other States will help us still further. 
Corn is unchanged; fair demand for both spots and futures, 
with extremely light offerings everywhere 


Better demand for unpeeled pie peaches, with very light 
offerings for prompt shipment. No other grade of peaches left 
unsold here. 


Storm after storm, almost every day this week, with hail 
as big as marbles, did additional damage to the growing crops, 
especially to berries and cherries. 

Cove oysters are strong; prices unchanged. Crushed oys- 
ter shells for poultry firm but inactive. 

THOS. J. MEEHAN & CO. 


ABERDEEN, HARFORD COUNTY, MD. 
Aberdeen, Md., July 12, 1917. 

Tomatoes.—Spot tomatoes in first hands are virtually 
cleaned up. The market on future tomatoes is unchanged. 
There was a little more buying during the past week. We 
quote 2s at $1.15@1.20; 3s at $1.45 @1.50, and 10s at $4.50@ 
4.75, f. o. b. respective shipping points. 

Corn.—Spot corn is about cleaned up, with the exception 
of a few little lots in second hands. 


There is virtually no market on future corn, as there are 
no sellers. We have had fine growing weather during the past 
four weeks, and the crop at this writing looks well. Nominal 
quotations are $1.30@1.35 for standard Shoepeg; $1.45@1.50 
for fancy Shoepeg, and $1.30@1.35 for standard Maine style 
corn, C. W. BAKER & SONS. 
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MACHINERY and SUPPLIES 


Air Pumps. 
Max Ams Machine Co., Bridgeport, Conn. 


Books on Canning, Preserving, Etc. 


“A Complete oe in Canning,” $5. 00, 
“How Buy and Sell Canned 


“History of Canning Industry,” $1.00. 

|) of the Canning Trade,” 
$1.00. Address The Canning Trade, 
Baltimore, Md. 


Bottle Capping, Corking, Filling Machines. 
Max Ams Machine Co., Bridgeport, Conn. 
20th Century Mchy. Co., Milwakee, Wis. 


Bottle Labeling Machines. 
Economic Machinery Co., Worcester, Mass 


Boxes and Box Shooks. 
Baltimore Box and Shook Co., Baltimore. 
Canton Box Co., Baltimore, Md. 
H. D. Dreyer & Co., Baltimore, Md. 


Boxing 
Fred H Knapp Co., Baltimore, Md. 


Brokers. 
Crary Brokerage Co., Waukesha, 8. 
Forest Clty Brokerage Co., Rockford, Ill. 
Harry C Gilbert Co., Indianapolis, Ind. 
Louis Hilfer Co., Chicago, St. Loui 
Seggerman Bros., New York ‘City. 


Cans and Solder Hemmed Caps. 

American Can Co., New York, Baltimore, 
Chicago, San Francisco. 

Atlantic Can Co., Baltimore. 

W. W. Boyer & Co., Baltimore. 

Boyle Can Co., Baltimore. 

‘Cone Can Co., Syracuse, Chicago, 
Baltimore. 

Johnson-Morse Can Co., Wheeling, W Va. 

Phelps Can Co., Baltimore, Md. 

Southern Can Co., Baltimore. 


Can Making Machi y—Sanit 
ular. 
Max Ams Machine Co., yor Conn. 
udge, San Fran 
J. Middleport, N. Y. 
Sonn Mitchell Co., Baltimore. 
Stevenson & Co., Baitimore. 
Torris Wold & Co., Chicago, 11. 


Can Washing Machine. 


A. K. Robins & Co., Baltimore, Md. 
Sprague Canning Machinery Co., Chicago. 


y and Reg- 


Capping Machines, Power and Hand. 
Max Ams Machine Co., Conn. 
Ayars Machine Co., Saiem 
A. K. Robing & Co., Baltimore, Md. 
Sprague Canning Machinery Co., Chicago. 


Capping Steels. 

Max Ams Machine Se-~ Bridgepo Conn. 
Edw. Renneburg & Sons Co., alt more. 
A. K. Robins & Co., Baltimore, Md. 
Schlutter-Zastrow Mach, Co., Baltimore 
Sinclair Baltimore, d. 

‘0. altimor 

. Stickney, Portland, Maine. 


Catsup Machines. 


Huntley Mfg. Co., Silver Creek, N. Y. 
Sinclair Scott Co., Baltimore, Md. 
Sprague "Machine Co., Chicago. 
20th Century Mchy. Co., Milwaukee. 


Cleaning Powders 
J. B. Ford Co., Wyandotte, Mich. 


Consulting Experts. 
W. L. Hinchman, Haddonfield, N. J. 
W. Dorp, Baltimore 
P. A. Van Heeden, Jersey City, N. J. 


Continuous Agitation Cookers. 


ry ag Mfg. Co., Silver Creek, N. Y. 
K. Robins & Co., Baltimore, Md. 
Cenning Machinery Co.. Chi cago. 


Conveyors—All Kinds 


Mathews Gravity Carrier Co., Elwood, City, Pa 
Weller Mfg. Co., Chicago. 


Corn Cookers, Fillers and Mixers. 
Ayars Co., Salem, N. J 
A. K. Robins & Co., Baltimore, 
Sprague Canning Machinery Co., ‘Chicago. 


(See advertisements for details.) 


Corn Huskers, 


Invincible Grain 

Greek, N. Y. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Morral Bros., “Morral, oO. 


Cranes and Carrying Machines. _ 
Methows Gravity Carrier Co. Elwood City, Pa. 
K. Robins & Co., Baltimore, Md. 
Zastrow Mach, Co., Baltimore 
‘Sinclair Scott Co., Baltimore, Md. 
Sprague Canning "Machine Co., Chicago. 
Crates (Iron Process) 
Edw. Renneburg & Sons Co., Baltimore. 
Schlutter-Zastrow Mach, Baltimore 
Directory of Canners, 
Nat. Canners Assn., Washington, D. C. 


Electric Machinery. 
General Electric Co., Schenectady, N. Y. 


Engines, Boilers, Fittings, etc. 


Edw. Renneburg & Sons Co., Baltimore. 
A. K. Robins & Co., Baltimore, Md. 


Weller Mig. Co., Chicago. 


Exhaust Boxes (Steam, ae 
Ayars Machine Co., Sale J. 
Sprague Canning Machine - Chicago. 

Factory Chairs, Stools, Etc. 

Angls Steel Stool Co., Otsego, Mich. 


Filling Machines—All 

Ayars Machine Co., Sale N. J. 
Co. Sliver Greek, N. Y. 
K,. Robins & & Co., Baltimore, Md. 
Sinclair Scott Co., Baltimore, Md. — 
Sprague oanens Machinery Co., Chicago. 
enry R. Stickney, Portland, Maine. 

20th Century Mchy. Co., Milwakee, Wis. 


Flux 
Grasselli Chemical Co., Cleveland, O. 
Gears, 


Tlectric Co., Schenectady, N. Y. 


Insurance, 
Canners Exchange, Chicago. 
(Lansing B. Warner, Manager.) 
Kettles, Process and Jacketed. 


rg Renneburg & Sons Co., Baltimore. 
Robins & Co., Baltimore, Md. 
Schiuttere Zastrow Mach, Co., Baltimore 
Sinclair Scott Co., Baltimore, d. 
Sprague Canning Machinery Co., Chicago. 


Kraut Cutters. 

John E. Smith’s Sons Co., Buffalo. 
Labels, 

R. J. Kittredge & Co., Chicago. 


Labeling Machines. 
Economic Machinery Co., Worcester, 


Fred H. Knapp Co., Baltimore. 


Lacquer. 
John G. Maiers’ Sons, Baltimore. 
Seely Bros., Blaine, Wash. 
Lacquering Machines. 
Meters-Flow, Steam, 
Nailing Machines. 
E. J. Judge, San Francisco. 


Oyster Machinery. 


Edw. Renneburg & Sons Co., Baltimore. 
Schlutter-Zastrow Mach, Co., Baltimore 


or Machines, Apples, etc. 


Lewis, Middleport, N. 
Scott Co., “Ma. 
Paste. 
Continental Mfg., 
Fred H. Kna 


“pe Baltimore. 

E. J. Judge, San Frans isco. 

Pea Cleaners. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Invincible Grain Cleaner (o., 


Silver, Creek, N. Y. 
E. J. Judge, San Francisco. 


Pea Machinery. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Invincible Grain Cleaner Co., 


Silver Creek, 
Sprague Canning Machinery , Chicago. 


20th Century Mchy. Co., Milwakee, Wis, 


WHERE TO BUY 


Pea Separators or Graders, 
Huntley Mfg. Co., Silver Creek, N. Y. 
Invincible Grain Cleaner Co., 
Silver Creek, N. 
mew, Renneburg & Sons Co., 

kK. Robins & Co., Baltimore, Md, 
Sinciaie Scott Co., ‘Baltimore 
Sprague Canning Machinery Co. Chicago. 

Peeling Tables—Tomatoes. 
Ayars Machine Co., Sale N. q% 
Huntley Mfg. Co. Silver’ Creek, N 
Sprague Canning “Machinery Co.. ie 
Pineapple Machinery. 
E. vs Judge, San Francisco. 
E. J. Lewis, Middleport, N. Y. 
John R. Mitchell Co., Baltimore, 

K. Robins & Co. Baltimore, Md. 
Zastrow Machine Co., Balto, 
Sinclair Scott Co., Baltimore. 
Stevenson & Co., Baltimore. 

Pulp Cans. 
Thos. F. Lukens Co., Philadelphia, Pa. 
Pulp Machinery. 
Sinclair Scott Co., Baltimor 
Sprague Canning Machinery Co. Chicago. 
20th Century Mchy. Co., Milwaukee. 
Weller Mfg. Co, Chicago. 
Pump—refuse skins, ete, 
A. K. Robins & Co., Baltimore, Md. 
Sanitary Cans and Closing Machines. 
American Can Co., New York, Baltimore, 
hicago, San Francisco. 
Atlantic Can Co., Baltimore, 
Boyle Can Co., Baltimore, 
W. W. Boyer & Co., Baltimore, 


Continental Can Co., Syracuse, Chicago, 
Baltimore. 


Johnson-Morse Can Co., Wheeling, W Va 
Phelps Can Co., Baltimore, Md. 
Sanitary Can'Co., New York City 
(Indianapolis, Bridgeton.) 
Southern Can Co., Baltimore. 
Sanitary Can Making Machinery. 
See “Can Making Machinery.” 


Sanitary Cleaner and Cleanser 
J. B. Ford Co., Wyandotte, Mich. 
Seeds. 
Leonard Seed Co., Chicago., Ill. 
Sieves and Scree 
Huntley Mfg. Co. * Silver Creek, N. Y. 
Sinclair Scott Co., Baltimore. 
Sealder, Tomato, etc. 
Ayars Machine Co., Salem, N. J. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Edw. Renneburg & Sons Co., Baltimore. 
A. K. Robins & Co., Baltimore, Md. 
Sprague Canning Machinery Co., Chicago. 
Solder Cap Hemming Machines. 
Torris Wold Co., Chicago. 
Stools, Chairs, Seats. 
Angle Steel Stool Co., Otsego, Mich. 
Storage Warehouses. 
Brokers Office and Warehouse Co., 
Kansas City, Me 
Wakem & McLaughlin, Inc., Chicago. 
String Bean Machinery. 


Huntley Mfg. Co., Silver Freek, N. Y. 
Invincible Grain Cleaner 


Sliver Creek, N.Y 
E. J. Lewis, Middleport, N. Y. 
Sprague Canning Machinery Co.. Chicago 
Sugar 


y Sugar Refining Co., New York City. 
Syrupers (Automatic). 

Ayars Machine Co., Salem, N. J. 

E. J. Judge, San Francisco. 

Sprague Canning Machinery Co.. Chicago. 

20th Century Mchy. Co., Milwakee, Wis. 


“Tin Plate. 


American Sheet & Tin Plate Co., 


Pittsburgh, Pa 

Trade Marks Registered. 

Edw. Duvall, Washington. 
Tur 

General Electric Co., Schenectady, N. ¥ 
Vegetable Cutters. 

John E. Smith’s Sons Co., Buffalo. 
Washers—Fruits and 

Ayars Machine Co., Salem, 

Huntley Mfg. Co., Silver 
Wipers, Can. 

Ayars Machine Co., Salem, N. J. 

Morral Bros., Morral, O 
Wyandotte Cleaner and engl 

J. B. Ford Co., Wyandotte, Mic 

A. K. Robins & Co., 3. Md. 


THE CANNING TRADE 


Your requirements are 


Accurate and Uniform Labeling 


and to give you practical and satisfactory results they must 
be furnished by a labeler that is of durable construction, that 
can be easily cared for and that will stand up and operate 
under the strain of your short, swift bottling season. This 
year you can count on all these points from 


World Labeler, Improved 


because our designers have made a special study of your work 
and developed a catsup wiper mechanism operating on a 
positive mechanical principal. This properly designed wiper 
together with our reputation for building machines that stand 
the pace, make it possible for you to be sure in advance of an 
entire absence of trouble for the canning season so far as 
labeling is concerned. 


Let us Talk this over by Mail Now Then Both of Us will be ready when the Rush Comes. 
World Labeler, Improved 


ECONOMIC MACHINERY CO., Worcester, Mass. 


THE RUST PROOF CAN 


WRITE us for a SAMPLE and we will mail you a HANDSOME the trade WANTS. A BRILLIANT LACQUERED RUST PROOF CAN, 

COMBINATION. Th POPULAR MAGHIN! that MARES LACQUER. 
NE that 

that CAUSE RUST. CANNED FOODS. NG EASY. The MACHINE that is used by many of the most 


saan canners in the UNITED STATES. 
HANDSOME because it is of a BRILLIANT GOLDEN COLOR 
and immediately ATTRACTS the eye of a CUSTOMER The BENEFITS of this process are worth ten times its TRIFLING 


THIS is the COMBINATION that the trade APPROVES and is what eee ee ee 


The Hughlett Can Lacquering Machine in Operation 


SHOWING HOW THE WORK IS DONE 


SEELY B ROS. Sole Manufacturers Blaine, Wash., U. S. A. 
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CHICAGO CANONSBURG BALTIMORE NEW YORK SYRACUSE 


CONTINENTAL CAN CoO., Ine. 


TO THE CANNING TRADE: 


We have five of the largest and best equipped 
Can Factories in America, making all types of cans 
for canning house purposes; including hole-and-cap 
cans, with solder hemmed caps, and open-top (or 
sanitary) cans, which we sell in conjunction with 
our famous Continental Closing Machines. 


Our Cans and Closing Machines are without 
exception the best in the country; our shipping 


facilities are unexcelled, and the personal attention 
we give to each and every order, makes our service 
- to our customers unique in its efficiency. 


The factory nearest you will give you any 
information you require—write us. 


CONTINENTAL CAN COMPANY, Inc. 


Thos. G. Cranwell, President. 
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